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The HOUSE on the Cover 



No. 8308 — The vertical and horizontal siding with stone trim 
make this an attractive home. The traffic ways of this home make 
it easy to get from one part of the house to another without dis- 
turbing the other occupants. The front entrance permits you to go 
into the living room or the family room. The rear entrance permits 
you to enter the kitchen or through one bathroom to the sleeping 
area. The corner fireplace in the living room will add to your en- 
joyment as well as to the large terrace and the screened in porch. 



Complete plans as shown or reversed, specifi- 
cations, lumber and mill list $25.00 

Duplicate sets with original order. Per set, 5.00 



Area 



Sq. Ft. 



First Floor 1,473 

Basement 1,473 




IEDROOM [| BEDROOM 
'-0"X«'-2*|7l I3-0*X 12- 10* 

n 



NO. 8308 



96'- 0*- 



INDEX OF PLANS APPEARING IN THE FIFTH EDITION OF ALL AMERICAN HOMES 



Design 
Number Page 

184 48 

5056 38 

5075 5? 

5087 35 

5098 40 

5117 5 

5225 34 

5231 37 

5320 45 

5375 14 

5381 54 

5428 46 

5460 22 

5488 46 

5514 59 

5544 42 

5578 38 

5580 27 

5603 7 



Design 
Number Page 

5673 19 

5675 54 

5748 26 

5758 12 

5812 20 

5824 19 

5826 10 

5832 45 

5836 15 

5846 24 

5854 49 

5864 20 

6060 24 

6124 63 

6365 2 

6380 29 

2429 17 

6490 22 

6625 47 



Design 
Number Page 

6640 42 

6865 48 

6889 52 

7118 51 

7122 12 

7124 51 

7126 17 

7128 49 

7130 52 

7136 10 

7138 28 

7274 47 

7278 16 

7294 21 

7296 16 

7304 15 

7314 21 

7316 11 

7324 43 



Design 
Number Page 

7326 13 

7332 43 

7334 41 

7356 23 

7360 53 

7362 13 

7364 41 

7368 23 

7372 11 

7380 53 

8007 62 

8012 37 

8018 34 

8026 39 

8040 39 

8048 36 

8054 60 

8056 64 

8062 40 



Design 
Number Page 

8066 58 

8074 27 

8082 4 

8086 3 

8096 8 

8098 62 

8108 2 

8121 26 

8123 25 

8125 _ 5 

8132 64 

8156 4 

8160 61 

8164 30 

8176 57 

8180 28 

8184 61 

8206 60 

8252 57 



Design 
Number Page 

8274 30 

8278 8 

8280 58 

8288 6 

8298 32 

8300 63 

8302 31 

8304 35 

8306 25 

8308 Cover 

8324 36 

8326 6 

9010 29 

9020 7 

9022 31 

9024 3 

9500 1 

9528 32 

9530 33 

9532 33 



COMPLETE PLANS AVAILABLE 



Complete working plans, specifications and mill lists are available for 
every design shown in any of the GARLINGHOUSE plan books. The plans 
are complete and ready for the builder to start construction of the home. 
The moderate price of these plan sets represents your best investment when 
building, since you know in advance what you are getting, thus avoiding 
misunderstanding. 

THE PLANS, SPECIFICATIONS, LUMBER AND MILL LISTS as we have them 
made up for the designs in our books are sufficient and further details are 
not needed by any competent builder. 

MINOR ALTERATIONS CAN BE MADE BY BUILDERS— It is impractical to 
change our tracings to show alterations, but minor alterations in design, 
material substitutions, etc., can be made by any competent builder without 
going to the expense of making special plans, which usually cost several 
times the price of our stock plans. 



Complete plan sets when ordered will be mailed by parcel post (or air mail 
anywhere in U. S. If 75c per plan additional is included) within one day 
after your order has been received by The L. F. Garlinghouse Company. 

• 
TO OBTAIN COST ESTIMATES — The square footage is given for each plan 
to assist in figuring estimates. An estimate of what it will cost to erect any 
house illustrated in any of our books, in your locality, may be obtained 
by consulting your local builder. 

ALL PLANS SENT ON MONEY BACK GUARANTEE— All Garlinghouse Plans 
are sent on a "Money Back If You're Not Satisfied" Guarantee. You have 
five full days after receiving the plans to study them over and to decide 
if they will serve your purpose. Plans which are not satisfactory may be 
returned for prompt exchange or refund. 



ORDER YOUR PLANS THIS SIMPLE, EASY WAY! 

USE THE HANDY ORDER BLANK ATTACHED! Or just send us your name and address with the plan number from the book and the number of sets 
you want along with your remittance and we'll have them in the mail within 24 hours after receipt of your order. Garlinghouse plans are complete 
and the house can be constructed from only one set of plans. However, in most cases, it is wise to include three or four extra sets in your order 
—one for the builder, a set for your city building department, a set or two for financing, if a loan is required, and of course, you will want a 
set for yourself to check on the construction as it progresses. Here's what you get: 

PLANS — The complete working plans consist of prints of all four eleva- 
tions, basement and all floor plans and details showing built-in 
features and intricate parts, all drawn to a scale of not less than one- 
fourth inch to one foot. Also, a plot plan in blank to be filled locally. 
SPECIFICATIONS — The specification lists in detail (to be filled in by 



you and your builder) the construction of the house from the excava- 
tion to the final decoration. 

LUMBER AND MILL LISTS— The lumber and mill lists consist of an 
itemized list of lumber and mill materials needed to construct the 
building and state where each item should be used. 



USE THE HANDY ORDER BLANK ATTACHED! 



THE L. F. GARLINGHOUSE CO., Inc., 818 Quincy St., Topeka, Kansas 



ALL AMERICAN HOMES 

A Selection of the Nation's Most Popular Homes by America's Pioneer Plan Service 



PRICE 50 CENTS 

FIFTH EDITION 

Published by 



THE L. R GARLINGHOUSE COMPANY, Inc. 



Printed in U. S. A. 



AMERICA'S PIONEER HOME PLANNING SERVICE 
TOPEKA, KANSAS 



DESIGNERS— 
I. G. LIEURANCE 
R. J. ARTHUR 
T. G. BRANHAM 



Select the design for your new home from a Garlinghouse Plan Book and send for the complete 
plans, specifications, lumber and mill lists. Secure them from your dealer, Loan Company, or 
The L, F. Garlinghouse Company, Inc., Topeka, Kansas. Plans for every design in this book and 
all the books listed on the back cover are available for prompt shipment on receipt of order. 




No. 9500 — The distinctive character of this contemporary design makes it stand out among all others. Hall space has 

been kept at a minimum and yet the circulation through the house is excellent. A separate dining room is provided so 

the family room can be devoted entirely to family living. The kitchen contains adequate cabinet space as well as a 

built-in range and oven and washer and dryer space. The 

half bath is conveniently located. A basement is specified 

on the plans but can easily be omitted using the stairway space 

for the furnace and water heater and enclosing part of the 

screened porch for storage room. The large living room windows 

are partially shaded by the wide roof overhang and the open 

eggcrate joists. 



Complete plans as shown or reversed, specifica- 
tions, lumber and mill list $25.00 

Duplicate sets with original order Per set, 5.00 



Area Sq, Ft, 

First Floor 1,907 

Basement 1,698 

Garage 475 



Info the development of these plans has been packed our 50 yec 
experience helping thousands of families build homes 
of maximum quality at minimum cost. 
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No. 8108 — This distinctive ranch home will be the envy of the 
neighborhood. The outstanding exterior will certainly attract 
attention and the floor plan will meet the approval of the most 
discriminating homemaker. The rooms are extra large and 
arranged to eliminate unnecessary cros's traffic. Placing the 
foyer at the end of the living room offers many possibilities 
for furniture groupings around the fireplace and picture window. 



To build without complete 

plans invites misunderstanding. 

Secure yours today. 



Area Sq. Ff. 

First Floor 1,762 

Basement 1,762 

Garage 452 

Porch 108 




Complete plans as shown or reversed, specifications, lumber and mill 

list $25.00 

Duplicate sets with original order Per set, 5.00 




No. 6365 — Stucco, raked out to accent the horizontal lines across 
the front and the garage, is used for the exterior of this compact, 
efficient, modern country home. Whereas the cut stone of the chimney 
is extended for trim across the bedrooms and the planting box, it is 
omitted on the other elevations. There is a partial basement. 



Complete plans as shown or reversed, specifications, 
lumber and mill list - - $17.50 

Duplicate sets with original order Per set, 5.00 



Area 
House 

Basement 
Garage _ 



Sq. Ff. 

. 1,224 

1,003 

428 
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No. 9024 — A beautiful hipped roof, brick and stone veneer ranch 
home. Two large bedrooms with baths, one with tub and one with 
shower. Each of these rooms has two large closets. There is a third 
bedroom and still a fourth which may be used as a den or a bed- 
room. The hallway leads from the front entrance back to and through 
the kitchen to the rear entrance. Note the large living room and the 
large family room, each with a fireplace. The family room is pro- 
vided with folding doors to divide the room if desired and it is also 
provided with a half bath. 



Complete plans as shown or reversed, specifica- 
tions, lumber and mill list $25.00 

Duplicate sets with original order Per set, 5.00 



Area Sq. Ft. 

First Floor .2,509 

Basement ...2,509 

Garage 432 




Secure complete plans from your dealer or from The L. F. Garlinghouse Co., Inc., Tope/ca, Kans. 



No. 8086 — A very popular three bedroom ranch-style de- 
sign. Note how skillfully the rooms have been arranged to 
permit easy passage between them. From the entrance foyer, 
it is possible to enter any of the rooms. The dining room has 
been placed in one corner off the living room out of the 
way of unnecessary traffic from the kitchen to other rooms. 
The room shown as a den may be used as the third bed- 
room. Brick veneer is shown for exterior walls. 

Complete plans as shown or reversed, specifications, 

lumber and mill list _ $22.50 

Duplicate sets with original order Per set, 5.00 

Area Sq. Ft. 

First Floor 1,444 

Basement 1,444 

Garage 512 




DEN 

bedroom - r^r-trxKy-v 

l2'-0-XI3'-C Cl , 



BEDROOM 
14'-0"XI2'-II" 



CZjl ll'-O* I DOUBLE GARAGE 
_^_l EC-3* X23'-0* 
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Mo. 8156 — The stonework of the fireplace has been extended to give a dis- 
tinct and sturdy appearance to this small three bedroom home. The terrace 
with the outdoor fireplace offers an invitation to outdoor living. The large 
glassed areas of the living room permit an excellent view of outside sur- 
roundings. House without extended stonework is only 38' wide 



Complete plans as shown or reversed, specifications, 

lumber and mill list $20.00 

Duplicate sets with original order. Per set, 5.00 



Area Sq. Ft. 

First Floor - 1,140 

Basement 1 .140 




BEDROOM 
l4'-(TXI0'-«r 




No. 8082 — Suitable for most 50-ft. lots, this little cottage with its mod- 
ern lines has been designed for the economy minded builder. The plan 
shows less than 1000 sq. ft. of floor space and all space has been 
utilized to the best advantage without sacrifice of livability. 



Complete plans as shown or reversed, specifica- 
tions, lumber and mill list $17.50 

Duplicate sets with original order. Per set, 5.00 



Area Sq. Ft. 

First Floor 936 

Basement 936 



Page 4 





No. 5117 — An ideal plan for a suburban setting. This ranch 
house is adaptable for all sections of the country and has 
been planned for the comfort of the owners. Stone veneer 
is shown across the front of the kitchen and for the entire 
bedroom wing, and the balance of the exterior walls are 
finished with siding. An interesting feature is the distinct 
division of the plan into sleeping, living and working areas. 

Complete plans as shown or reversed, speci- Area Sq. Ft. 

fications, lumber and mill list $22.50 First F| o° r 1-924 

Garage 484 

Duplicate sets with original order Porch 132 

Per set 5 - 00 Terrace " ZZZZI 240 




No. 8125 — This home contains many features characteristic of the present Western trend in home building. Note the effective 
application of color to bring out the long low lines and to accentuate the over-hang of the roof. A compact and efficient floor 

plan is shown. Stairway marked "dn" leads to a full basement but if 
the basement is not desired, it could be omitted and a utility room placed 
in back of the garage with entry direct from kitchen. 




Complete plans as shown or reversed, specifications, lumber and mill list $22.50 

Duplicate sets with original order _ _ Per set, 5.00 

Area Sq. Ft. 

First Floor „ 1,266 

Basement 1,266 

Garage 448 
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BEDROOM I "* ^ OCN OH 
l2-*VlO-4- \ CLO l BEDROOM 



2- CAR GARAGE 
l9-4l(27'-4" 



BEDROOM 
l2-«>l4 , -4* 



LIVING-DINING ROOM 
2»'-0\l4'-4' 



I NO. 8326 

L 



No. 8326 — The rock trim and planter at the front are attractive 
with the combination of vertical and horizontal siding. The low 
pitch of the roof and the plank and beam ceiling are modern 
features. Two or three bedrooms with 1V2 baths. A full basement 
provides ample space for storage and utilities. 



Complete plans as shown or reversed, specifica- 
tions, lumber and mill list $20.00 

Duplicate sets with original order— .Per set, 5.00 



Area Sq. Ft. 

First Floor 1,352 

Basement 1,352 

Garage 552 



No. 8288 — The long low lines of this plan makes it a very 
attractive home. This plan could be constructed as a two bed- 
room home and a third room added at a later time if needed. 
The large chimney and planter add dignity to the house. You 
will enjoy the large corner fireplace in the spacious dining-living 
room area. The plan calls for a double garage and a full base- 
ment. 



Complete plans ai shown or reversed, specifica- 
tions, lumber and mill list $20.00 

Duplicate sets with original order .Per set, 5.00 



Area Sq. Ft. 

First Floor 1,435 

Basement 1,435 

Garage 503 



KITCHEN W BRK. 
Vt'-OtV-V NOOK 



DINING-LIVING ROOM 

ze-^'xur-o" 



BEDROOM It, 
W'-0*XH-2* | 




/ rcLaicLo.1 




IcLOj 



BEDROOM 

ly-ofVia'-o" 
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No. 9020 — This is a compact rectangular home, conservative in appear- 
ance, but provides practicable living quarters. The house is 40' by 26', 
without the carport. The bedrooms are large, living room spacious with 
beautiful fireplace and the kitchen combined with the dining room is ample 
in size. This plan would be economical and easy to build. 



i :■ DINING 
^-s !5 < -T , *IO t -« 



BEDROOM I BEDROOM f 

j'-^ic-Hio'-ff'yia'-sn 



Complete plans as shown or reversed, specifications, 
lumber and mill list $17.50 

Duplicate sets with original order Per set, 5.00 



ORDER 
PLANS 
NOW 



Area $q. Ff. 

First Floor 1,040 

Basement 1,040 

Carport 288 

Storage 72 



LIVING ROOM 

le'-s'x 14'- 1" 



BEDROOM t 

io'-6'xir'-e"l 




DINING 
IO--0-XI5--, 



BEDROOM 
I2-I0-XI2-0" 



No. 5603 — If you are planning to build a small home, here is a plan 
worthy of your consideration. Economy in construction is achieved by 
keeping the house in rectangular shape and by elimination of waste 
space. The den can easily be converted into a bedroom making this an 
exceptionally compact and efficient plan. 



LIVING ROOM 
2l-0-XI3'-0- 



BEDROOM 
H'-B-X II"- ll~ 



Complete plans as shown or reversed, specifications, 
lumber and mill list _ ....$17.50 

Duplicate sets with original order Per set, 5.00 



Area Sq. Ft. 

First Floor .1,380 

Basement 1,380 

Garage 276 
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No. 8096 — This functionally-designed suburban home provides the 
utmost in comfort and convenience. The long screened porch and 
terrace invite outdoor living during the summer months. Note the 
complete separation of sleeping quarters from living and dining area. 
Horizontal and vertical siding are used on the exterior walls and along 
with the low-pitched built-up roof gives the home an exceptionally 
attractive and modern appearance. 



Complete plans as shown or reversed, specifications, lum- 
ber and mill list $22.50 

Duplicate sets with original order.— Per set, 5.00 



Area Sq. Ft. 

First Floor 1,707 

Basement 1,707 

Garage 483 

Screen Porch 152 

Terrace _. 500 



In purchasing your construction plans from The L. F. Gar/inghouse Co., Inc., you are dealing with America's pioneer plan service — one 
thai has had 50 years of experience in designing homes which are lived in and enjoyed by more than one million persons. 



No. 8278 — A two bedroom home with a large all purpose room 
which has an entrance to a screened in porch for your enjoyment. 
You will enjoy the beauty of the front entrance leading into the long 
spacious living room with fireplace in the right end. There is a full 
basement for utilities and storage space, a double garage and breeze- 
way between the garage and house. A livable modern home. 

Complete plans as shown or reversed, specifications, Area Sq. Ft. 

lumber and mill list- — $20.00 ^ F!oor ]'306 

Basement 1,306 

Duplicate sets with original order Per set, 5.00 Garage 437 
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Removability 



makes the 
big difference 




Modern homes are equipped for modern living. 

You could get by without a removable filter for 
your vacuum cleaner. You could get by without 
the convenience of removable wood windows — 
but why should you? 

Wood windows add the look of luxury to homes. 
They provide much better weather protection. 
The best wood windows are removable and 
R. 0. W. Windows are the finest of all removable 
windows. Why settle for less in your home? 




ROW and LIF-T-LOX are registered 
trade-marks of the R-O-W Sales Company 



R*0*W SALES CO. 



1365 ACADEMY AVE. Dept. GSE-60 



FERNDALE 20, MICHIGAN 



Here is valuable information 

TO PROSPECTIVE OWNERS OF A NEW HOME 

The days of desperate building and desperation acceptance of anything with a roof on it are over. Today, most families de- 
siring a new home have time to choose, or to plan for building, or a supply of new homes already built from which to choose. 
Because, to most families, a new home is a once-in-a-lifetime undertaking as well as the largest single investment, there are 
several very vital considerations. 

It is important you know how the cost and value of your new home is controlled by two basic building methods. 

1. Large tract developments of low priced homes built for volume sales. 

You have no choice of plans except the few variations offered by the developer. There's no choice of materials, equip- 
ment or appliances. The builder buys from the manufacturer who gives him the best discount for the products he wants 
to put in his houses. The well advertised brands in his "sales package" do not always appear in the finished houses. 
Before buying, check with families who have purchased such houses. 

2. Custom-built homes— built on order. 

Here you have complete freedom of choice in plans, materials, equipment, appliances and the builder. These homes 
are generally built by one of four methods. 

a. The owner-builder who "administers" the work by "subcontracting" the various phases of construction. He selects 
everything to be used, pays the bills, etc. In this group is the "do-it-yourself" builder-owner and the "finish-it-yourself" 



owner. 



b. The owner who hires a general contractor to do the job to the owner's specifications. 

c The small speculative builder who puts up only a few houses a year. His purchases of materials, equipment and ap- 
pliances are not big enough to get him appreciable discounts. These houses are often sold before completion, giv- 
ing the buyer the opportunity to choose materials and appliances. This builder is, in a sense, a small tract builder. 
Having a choice should result in far greater satisfaction, however, you may not have a choice of the plan as these 
builders usually limit themselves to certain sizes and styles. 

d. The rural-farm dwelling builder obviously is a custom-builder offering a choice of plans, materials, equipment and 
appliances. 
It is now apparent which of the two basic methods of building and buying will result in the best home for you. Custom builders, 
as a rule, do not build enough homes or start large development tracts to afford large exciting advertising campaigns You may 
need to seek out your builder by talking to your Banker, Savings and Loan Association, Lumber Dealer and friends. The final 
result will be rewarding for your efforts. 

Actually the first step is to find the home plan of your choice and Garlinghouse Plan Books provide the easiest possible source. 
Our complete plan library of 18 books show over 1,000 different plans— all styles and sizes. Complete low cost builders plan 
sets are available for immediate shipment. And please remember a custom built home is better— gives you greater satisfaction- 
retains its value far longer. 

Yours for a better home 



THE L. F. GARLINGHOUSE CO., INC, 
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No. 7136— California ranch type home without basement. Large family room 
with sliding glass door exit to a 31' x 12' terrace. There is also a dining room as 
well as eating space in the kitchen. The half bath is conveniently located to the 
kitchen and family rooms. Complete circulation between rooms without going 
through the living room. The center hall way leads to three large bedrooms and 
two complete baths. Ample closet space is provided in the bedrooms. The double 
garage with front entrance is for your convenience. 



Complete plans as shown or reversed, specifications, 

lumber and mill list 

Duplicate sets with original order 



$25.00 

Per set, 5.00 



Area Sq. Ft. 
First Floor 2,126 

Garage 430 



ORDER PLANS NOW 

Take advantage of a home that is specially planned for your comfort. 





•,* 
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No. 5826 — The ever-popular beauty of stone is shown to excellent 
advantage by this attractive home. Numerous features have been 
included in the plan to make this an extremely livable home. There 
is plenty of room for living, adequate space for work and storage. 
For maximum efficiency of the heating unit, space for the location is 
provided in the center of the floor plan. 



Complete plans as shown or reversed, specifications, 

[umber and mill list — - $25.00 

Duplicate sets with original order Per set, 5.00 



Area Sq, Ft. 

First Floor 1,870 

Garage 458 
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No. 7316 — The latest innovations in home planning have been incorporated 
into this picturesque two bedroom home. The entrance foyer is large and 
inviting. It combines with the central hall to provide access to every room in 
the house. The living room offers excellent opportunities for furniture arrange- 
ments with its long unbroken walls. The master bedroom has its own bath- 
room with shower. The furnace is centrally located for economy in heating. 
The kitchen is conveniently arranged. Wide eaves shelter the entry for pro- 
tection from the weather. 



Complete plans as shown or reversed, specifications, 

lumber and mill list _ $25.00 

Duplicate sets with original order _Per set, 5.00 



Area Sq. Ft. 

First Floor _. 1,501 

Garage 428 



No. 7372 — The exposed roof rafters over the front porch help make 
this house attractive as well as just a little different from the average 
house. Two bedrooms and a compartmented bath are on one side 
while the kitchen and dining room are on the other. The extra large 
living room is in the center. The wide living room provides many ways 
for interesting furniture arrangements. The kitchen is well equipped 
with a built-in range and oven, double sink and lots of cabinets. 
A full basement is provided. Construction is concrete blocks and 
wood floors. 



Complete plans as shown or reversed, specifications, 

lumber and mill list $20.00 

Duplicate sets with original order Per set, 5.00 



Area Sq. Ft. 

First Floor 1,197 

Basement 1,197 
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Hi KITCHEN ;~l I BEDROOM c 



BEDROOM 

i2--o~x ia'-ii" 



GARAGE |g j ROOM 
II--0-X2O-4' 



LIVING ROOM 

l9'-IO~X12'-3" |<- BEDROOM I 
I 1 (2 - -0"XI0'-6 _ 



No. 5758 — This home is typical of the many attractive designs you will 
find in Garlinghouse Plan Books. Note the clean-cut lines of the exterior 
and efficient arrangement of the interior. There will be no crowding or 
loss of efficiency in the large combination kitchen-dining room. 

Complete plans as shown or reversed, specifications, Area ?",« 

lumber and mill list $22.50 *«■ floof " J'"* 

Basemenl — 1 ,1J5 

Duplicate sets with original order Per set, 5.00 Garage 245 



Secure fhe complete plans from your dealer or 

L. F. GARLINGHOUSE COMPANY, INC., Topeka, Kansas 



No. 7122 — This brick home provides 1,817 square feet of floor 
space in the living areas. The kitchen and basement may be en- 
tered through the garage or the side entrance at the right. There 
is passage way from the kitchen to the bedroom area without 
going through the living room. The large living room and family 
room add to the livability of this home. There is a full basement. 

Complete plans as shown or reversed, speci- Area Sq. Ft. 

fications, lumber and mill list $25.00 First Floor 1,817 

Basement .... 1,817 

Duplicate sets with original order Per set, 5.00 Garage 500 



BEDROOM I BEDROOM 
, l2-o"x ll-0"llO-0*XII-0 



BEDROOM 
!3'-0"xl3-4* 



HI KITCHEN 

dining i4'-e"xo'-e"( 

ROOM 
il2-0*Xl3-4"r 



LIVING ROOM 
27-o"x IS-O" 



DOUBLE GARAGE 
2l'-4"x 21-6" 
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No. 7326 — From the sheltered front entry to the rear terrace, you'll find year- 
round pleasant living in this comfortable contemporary home. The living room 
has been placed at the rear for maximum privacy. The three bedrooms are served 
by two full baths with the plumbing backed up for economy. The family room 
will be the most popular room in the house. The kitchen has been skillfully 
planned to save the housewife steps. The breakfast nook is approximately seven 
feet square and will be adequate for most of the meals. 



Complete plans as shown or reversed, specifications, 

lumber and mill list $20.00 

Duplicate sets with original order Per set, 5.00 



To build without complete 

plans invites misunderstanding. 

Secure yours today. 



Area 
First Floor 



No. 7362 — Excellent circulation is provided in this two bedroom con- 
crete block house. No cross traffic is necessary through any room. Open 
planning is featured in the living room, dining, kitchen area. This adds 
spaciousness to these areas. Space for the washer and dryer is provided 
in the hall. A flagstone terrace is shown outside of the kitchen, inviting 
outdoor living. Modular size windows are used throughout so no cutting 
of blocks will be necessary. 



Complete plans as shown or reversed, sped- Area 

fications, lumber and mill list $20.00 First Floor 

Duplicate sets with original order Per set, 5.00 Carport ... 



Sq. Ft. 

1,028 

367 



I- 



Sq. Ft. 
.1,581 
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No. 5375 -This well-balanced design offers the utmost for com- 
fortable living. Particularly noteworthy is the den located back of 
the living room. This room, which may also be used for a bed- 
room is ideal for various activities. The fireplace is open in this 
room as well as the living room. Bookcases are shown at the side 
of the fireplace in both rooms. All of the rooms are large and 
well ventilated. A half-bath has been located near the rear entry 
making it easily accessible from kitchen and den. 



Complete plans as shown or reversed, 

specifications, lumber and mill list $22.50 

Duplicate sets with original order Per set, 5.00 



Area Sq. Ft, 

First Floor 1,388 

Basement 1,388 




THE PLANS, SPECIFICATIONS, LUMBER AND MILL LISTS as we have them made up for the designs in our books are 
sufficient and further details are not needed by any competent builder. 



Your plans are mailed by parcel post (or air mail if extra charge is paid) within one 
day after the order has been received by The L F. Garlinghouse Company, Inc. 
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No. 7304— Here is an attractive contemporary house which will be economical to build. Due 
to its rectangular shape, each of the three bedrooms has a large closet thai is open from 
floor to ceiling. This makes every inch usable. Attractive folding doors are used to close the 
closets. The bathroom has a built-in vanity cabinet with two built-in lavatories. The utility 
room off of the kitchen contains the furnace, water heater, washer and dryer. The breezeway 
and flagstone terrace will facilitate comfortable outdoor living and play areas. Adequate 
storage space is provided in the garage. 

Complete plans as shown or reversed, specifications, lumber and mill list $20.00 

Duplicate sets with original order . Per set, 5.00 

Area $q. Ft. 

First Floor _ 1,073 

Garage ..._ 359 




BEDROOM (-"I BEDROOM [I 

itf-e"x i^-tff c.l io'-o'xi2-o"n 



UTIL.n 
ROOM 1 — 1 ! 



KITCHEN 
; 10-ft'H: 



GARAGE 
l2-0"X2l'-4 



BREEZEWAYl L 
ll'-0"X 21- ft / 



BEDROOI 
9-0X11-011 




ORDER 

YOUR PLANS 

TODAY! 



LIVING ROOM 
2 3-*'YI3'-0" 



NO. 7304 



No. 5836— Here is another version of a very popular plan. The outstanding 
room being the all purpose room. This room could be used for a den, bedroom, 
study or activity room. The house is almost rectangular in shape for economy 
in construction. 



Complete plans as shown or reversed, specifications, 

lumber and mill list $20.00 

Duplicae sets with original order ..Per set, 5.00 



Area Sq, Ft, 

First Floor 1,112 

Basement 1,112 
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No. 7278 This house is really a thing of beauty. Cathedral ceilings are featured 

throughout the house except in the family room which has a regular flat ceiling. The 
housewife should certainly be sold on the dining, kitchen, utility area. The kitchen 
cabinets are "U" shaped with the built-in range in the bar section. A breakfast bar 
is on the dining room side and there is a pass through between the cabinets. The two 
bathrooms are both extra large. The hall bath is compartmented and contains two 
built-in lavatories. The ten large closets will provide plenty of storage space. 



Complete plans as shown or reversed, specifica- 
tions, lumber and mill list ..$25.00 
Duplicate sets with original order Per set, 5.00 



Area Sq. Ft. 

Living Areas 1,955 

Garage 429 



Secure complete plans from your dealer or 
The L. F. Garlinghouse Co., Inc., Topeka, Kansas. 



No. 7296 — The large cut stone fireplace is the center of attraction in this hipped roof 
ranch. A bookcase is built into the masonry beside the fireplace opening. Two full 
baths are included and the hall bath contains a built-in dressing table with a lava- 
tory on both sides. The smallest bedroom closet is over six feet wide. The closets are 
closed with wood folding doors. The back porch is entirely covered by the roof. 



BEDROOM I BEDROOM 

laT-o'x \i-4 I lo'-o'xif-o" 



DINING ROOM! PORCH 
I3-0"X »'- B" 



HALL LIVING ROOM 

I4'-4*X 23* -4" 



BEDROOM 
13"-0"X l2'-0* 




I3f- 6' J | GARAGE 

l2'-4*X8l"-Cr"l 



Complete plans as shown or reversed, specifica- 
tions, lumber and mill list $22.50 

Duplicate sets with original order Per set, 5.00 
Page 16 



Area Sq. Ft. 

First Floor 1,392 

Basement .-.. 1,392 

Garage - 276 





No. 7126 — The vertical siding adds to the beauty of this three bedroom 
home. There is a dressing table with a built-in lavatory, an ornamental cor- 
rugated glass partition in the large bath room. A breakfast bar in the kitchen 
with built-in range and oven. The stairway leading down is to the basement 
which has ample room for utilities and storage. 



Complete plans as shown or reversed, specifications, lum- 
ber and mill lis! . $20.00 



Duplicate sets with original order 



Per set, 5.00 



Area Sq. Ft. 

First Floor 1,087 

Basement 1,087 

Garage 319 



Secure complete plans from your dealer or The 1. F, 
Garfinghouse Co., Inc., Topeka, Kansas. 
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No. 6429 — This house is constructed of concrete "bricks," so named because they 
are much smaller than the average concrete block used in residential construction. 
When used in a modern design such as this hipped-roof five-room suburban, they 
create an extremely pleasing appearance. This house is excellently arranged for 
the average small family. The kitchen, with its continuous cupboards, is highly 
efficient. The front bedroom has two closets of wardrobe size giving an unusual 
amount of storage space. Casement windows are used throughout. 



Complete plans as shown or reversed, specifications, 

lumber and mill list $15.00 

Duplicate sets with original order _ Per set, 5.00 



Area 

First Floor 
Basement 
Porch 



Sq. Ft. 

1,485 

.1,485 

197 
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THE L. F. GARLINGHOUSE CO., Inc. 



Topekct 1, Kansas 



HOW TO DO IT BOOKS 



CONCRETE HANDBOOK 

A Complete Guide fo Concrete Work 
for Home 




You need no previous experience to put the 
information contained in this book into im- 
mediate time and money-saving use. It is 
ideal for the home-owner, farmer and general 
handyman. Explains how to use concrete in 
building a home, how you can use concrete 
around the home and on the farm for prac- 
tical and ornamental purposes. You learn how to lay sidewalks and drive- 
ways- build steps, outdoor fireplaces, sandboxes, tennis courts, garden and 
swimming pools and many other projects with famous step-by-step instruc- 

J°" S " $2.95 

160 pages T 



PRACTICAL 
CARPENTRY 



PRACTICAL CARPENTRY gives you all the infor- 
mation you need to modernize your present 
home or build a new home of your choice from 
plans secured from L. F. Garlinghouse Co., Inc. . . 
farm building construction. 

Order your copy TODAY. BVi x 11. 
Over 1100 illustrations, $5 




also covers garage and 

480 pages. 
00 



YOU CAN SAVE — HUNDREDS - THOUSANDS — OF DOLLARS 
IT'S EASIER THAN YOU THINK 

GETTING STARTED WITH POWER TOOLS $2.50 

(144 pages — illustrated) 

CREATIVE HOME DECORATING 5.95 

(294 pages, over 658 illustrations) 

HOW TO IMPROVE YOUR HOME 6.95 

(351 pages, over 425 illustrations) 



.PRACTICAL CARPENTRY $5.00 

(480 pages — over 1100 illustrations) 

.HOUSE WIRING 2.50 

(176 pages — 192 illustrations) 

.BLUE PRINT READING FOR HOME BUILDERS 5.95 

(146 pages — 61 plates) 



-SIMPLIFIED MASONRY 6.95 

(362 pages — 179 illustrations) 

.CONCRETE HANDBOOK 2.95 

(160 pages — illustrated) 

_H0ME IMPROVEMENT GUIDE 2.95 

(192 pages — illustrated) 

_H0ME PLUMBING GUIDE 3.95 

(160 pages — illustrated) 

_H0W TO REMODEL YOUR OWN HOME 3.50 

(176 pages — 759 illustrations) 

^MATERIALS GUIDE 3.50 

(160 pages — illustrated) 

_M0DERN FURNITURE YOU CAN BUILD 2.95 

(200 pages — illustrated) 

_THERE'S ADVENTURE IN METEOROLOGY 2.95 

(170 pages — illustrated) 

—THERE'S ADVENTURE IN CIVIL ENGINEERING 2.95 

(170 pages — illustrated) 

..THERE'S ADVENTURE IN ATOMIC ENERGY 2.95 

(174 pages — illustrated! 

_WEBSTER'S DICTIONARY 2.00 

(832 pages — illustrated) 



.PAINTING AND DECORATING ENCYCLOPEDIA 5.45 

(288 pages, over 300 illustrations) 

.SMALL GAS ENGINES 4.50 

(304 pages, over 375 illustrations) 

.THE HOLY BIBLE 3.00 

Text and Concordance. 

J.AWN AND GARDEN BOOK 2.95 

(176 pages — many illustrations) 

_72 NEW BIRD HOUSES AND FEEDERS 1.50 

(80 pages — 72 detailed designs) 

_H0W TO TEMPT A FISH 2.95 

(144 pages — 16 in full color) 

^40G ARCHITECTURAL MODEL SET 12.00 

(86 Machined plastic parts) 

_ALL ABOUT BOATS 2.95 

(160 pages, over 300 illustrations) 

.THERE'S ADVENTURE IN ROCKETS - 2.95 

(170 pages — illustrated) 

.THERE'S ADVENTURE IN ELECTRONICS 2.95 

(170 pages — .illustrated) 

.THERE'S ADVENTURE IN CHEMISTRY 2.95 

(156 pages — illustrated) 



OUTDOOR LIVING ROOMS 2.95 

(159 pages — illustrated) 

No Discounts 



HOME PLUMBING GUIDE 

Install your plumbing yourself with this new book 
that tells you and then shows you just how to do it, 
from the smallest leak in the faucet to the full in- 
stallation of a complete bathroom. Enno Haan, Author, 
has included a complete chapter on the necessary 
tools you need for various plumbing jobs, plus com- 
plete instructions telling you how to use them. The 
savings you will realize the very first time you make a plumbing repair or 
installation will pay the book's small cost many times over. There are hun- 
dreds of photographs, drawings and diagrams that help you through each 
step. 




Say Goodbye to Your Plumbing Problems Today! 



ALL ABOUT 
HOUSE WIRING 



Here's a real "how-to-do-il" book, covering all 
phases of MODERN house wiring. ALL ABOUT 
HOUSE WIRING takes the "mystery" out of 
house wiring. It tells how to determine exactly 
what wiring is needed; gives you basic wiring 

fundamentals. It shows in 192 crystal clear drawings, the EASY way to do 
wiring in both new homes and existing residences; wiring capable of serv- 
ing SAFELY the lighting, appliance and equipment needs of today, as well 
as those of tomorrow. 




160 pages 



$3.95 



176 pages, 192 illustrations, $2.50 
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No. 5673 — Brick veneer is used up to the window line and sid- 
ing above resulting in a pleasing combination of materials. The 
plan shows two bedrooms plus a large den which can be used 
for a third bedroom or multipurpose room. Heater space is 
provided in area between living room and kitchen. A laundry 
room and additional storage is provided at the rear and inside 
of the garage. 



Complete plans as shown or reversed, 

specifications, lumber and mill list $22.50 

Duplicate sets with original order.. ..Per set, 5.00 



Area Sq. Ft. 
First Floor 1,424 

Garage 311 





LIVING ROOM :. DINING 

2i'.o^i4'-o* ;: room 

■.a-9'Al2"0„ 



BEDROOM 
II'-0"XI2-0* 



\M PORCH 



Mm 



No. 5824 — An ideal plan for a growing family. The multipurpose room is located 
to serve many needs such as an activity room, den, hobby or bedroom. The rooms 
are compactly arranged without crowding and with a minimum of hall space. 



Complete plans as shown or reversed, specifications, 

lumber and mill list _ , $20.00 

Duplicate sets with original order Per set, 5.00 



Area Sq. Ft. 

First Floor 1,428 

Basement 1,428 

Porch 107 
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BEDROOM 
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No. 5812 — This compact brick veneer home with the smart trim exterior lines 
will make a highly comfortable and convenient home. Two bedrooms and a 
den are shown with the den being large enough to serve as a third bedroom. 
The kitchen is extra large with plenty of space for dining. Stairway marked 
"DN" leads to a full basement. 

Complete plans as shown or reversed, specifications, Area Sq. Ft. 

lumber and mill list _ $20.00 ^ Fl °°' — J'JJJ 

Basement 1,10^ 

Duplicate sets with original order Per set, 5.00 Porch 179 



NO. 5812 



— SEE INSIDE FRONT COVER FOR ORDERING INSTRUCTIONS — 



No. 5864- Although the current trend is to one-floor living, there will always be a 
demand for a house with habitable space on the second floor. This excellent design 
has many possibilities. The upstairs can be left unfinished at the time of construction 
and finished later when required. The rooms are compactly arranged to utilize all 
space to the best advantage. 



Complete plans as shown or reversed, 

specifications, lumber and mill list _ $20.00 

Duplicate sets with original 

order _. - Per set, 5.00 

Area Sq. Ft. 

First Floor 885 

Second Floor 353 

Basement 885 



Page 20 




**<*,*** w 



;===- 


5=sr 






flb « J 


IHflH , 


,i! i^jjjK 


Mi: ■ 1 






3£- I 



II ■ 



'-'1— 



*■■ . . 




'"^fto**^ ■*> «-«<fi« 




«l 



>,>• - "^-< 



No. 7314 — This roman brick trimmed contemporary design will certainly be a pleasure 
in which to live. As an example of good circulation planning, this house is a standout. 
The kitchen is loaded with built-in cabinets as well as a built-in range and oven. A 
built-in desk is provided at the end of the breakfast nook. The utility room, containing 
laundry equipment, is large and roomy. Two large baths serve the bedroom area. The 
hall bath is compartmented and has two built-in lavatories. The cut stone fireplace 
acts as a divider between the living room and entry. 



Complete plans as shown or reversed, specifica- 
tions, lumber and mill list $20.00 

Duplicate sets with original order . Per set, 5.00 



Area 



Sq. Ft. 



First Floor 1,865 

Garage 492 




No. 7294 — Charmingly traditional, this three bedroom ranch house is very pleasing to the 
eye. The garage door has been placed on the side but the garage is large enough to put 
it on the front if necessary due to lot size. Both basement and utility room have been in- 
cluded in the plan. The utility room contains the laundry equipment. The half bath near 
the rear entrance will be appreciated by the housewife with children. Two full baths 
serve the bedroom area. 

Complete plans as shown or reversed, specifications. Area Sq. Ft. 

lumber and mill list $20.00 First Floor ] f 514 

Basement 1,514 

Duplicate sets with original order Per set, 5.00 Garage .„. 447 





No. 6490 -A fine example of the successful modernization of the basic Cape 
Cod design, this lovely four bedroom house is ideally planned to meet the needs 
of an active modern family. The living room and dining room provide ample 
open space for entertainment; the den for seclusion. The terrace to the rear is 
so convenient to the dining room that it invites use as an outdoor dining area 
not just for special occasions but regularly. 



Complete plans as shown or reversed, specifications, 

lumber and mill list - $22.50 

Duplicate sets with original order — Per set, 5.00 



Area Sq. Ft. 

First Floor 1,142 

Second Floor 900 

Garage — 480 

Porch 96 

Basement — 1,142 



GUARANTEE — Complete plan sets will be sent by return mail, within 24 
hours after order is received. All transactions with The L F. Garlinghouse 
Co., Inc. are on a money-back guarantee basis. Unused plans may be re- 
turned in five days for full credit on other plans or for cash refund. 



No. 5460 — A perfect plan for budget building. Although designed for 
economy this little Colonial home is easy to live in and enjoys many 
features found only in larger homes. 




Complete plans as shown or reversed, specifica- 
tions, lumber and mill list $15.00 

Duplicate sets with original order. Per set, 5.00 

Area s< f- Ff - 

First Floor 959 

Basement - 9 '" 
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BEDROOM 
l2'-2* X ll'-O" 



LIVING ROOM 
13-0" X 2l'-5" 




Ill 




No. 7368 — This is a very attractive concrete masonry home. Stand- 
ard size concrete blocks are used for the exterior walls. Every other 
horizontal mortar joint has been raked out to achieve the unusual 
effect. The flagstone foyer is sunken several inches below the main 
floor level. All three bedrooms are large and each contains two 
large closets. The living room has been placed at the rear for maxi- 
mum privacy and convenience. Sliding glass doors open onto the 
concrete terrace. The kitchen and dining room feature open plan- 
ning. The kitchen contains a built-in range and oven as well as 
washer and dryer space, double sink and lots of built-in cabinets. 
The oven cabinet is placed at an angle which allows a small planter 
between the oven and wall. This is very attractive. The garage is 
extra large and provides storage space at the rear. 



Complete plans as shown or reversed, speci- 
fications, lumber and mill list $22.50 

Duplicate sets with original order Per set, 5.00 



Area Sq. Ft. 

First Floor 1,640 

Garage 382 



No. 7356 — A full basement is included in this CBS (concrete block 
stuccoed) Ranch House. A large storage room is provided behind 
the carport for items used out of doors. Three bedrooms and a 
bath and a half are conveniently arranged. The kitchen contains a 
built-in range and oven and a small breakfast area. 



Complete plans as shown or reversed, speci- 
fications, lumber and mill list $22.50 

Duplicate sets with original order Per set, 5.00 



Area Sq. Ft. 

First Floor 1,292 

Basement 1,292 

Carport 254 

Storage 93 




Page 23 






No. 6060 — A farm-house-sized kitchen, large bed- 
rooms, and an abundance of closet space are featured 
in this brick-veneered house. By placing the guest closet 
as a projection into the living room an entry-way is cre- 
ated without sacrifice of usable floor space. The base- 
ment extends just under the mid-section of the house. 



Complete plans as shown or reversed, 

specifications, lumber and 

mill list -- $22.50 

Duplicate sets with original 

order __ Per set, 5.00 



Area $q. Ft. 

First Floor __ 1,679 

Basement 835 

Garage 456 



ORDER PLANS NOW 

Take advantage of a home that is specially planned for your comfort. 



No. 5846 — Here you can enjoy the outdoors from the comfort of the 
large and inviting front porch. The floor plan shows a room arrange- 
ment that has been planned to practically eliminate the need for any 
hall space. The combination den or dining room is a popular feature. 

Area Sq. Ft. 

Complete plans as shown or reversed, specif i- pj rs , Floor „ — -. 1,088 

cations, lumber and mill list $20.00 Basement 1,088 

Duplicate sets with original order. Per set, 5.00 Garage — ~. 314 
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No. 8306 — The modern open planning of the living quarters is 
used in this design. A large two way fireplace in the center of 
the living-dining-family room areas. The handy kitchen near-by 
with built-ins and a counter top which may be used as a break- 
fast bar. There is a bath and a half in the sleeping area with 
three bedrooms. Ample storage space is provided with nine closets. 
There is also a full basement. 

Complete plans as shown or reversed, ^rea Sq. Ft. 

specifications, lumber ond mill list $22.50 Fifst Floor ] > 570 

Garage 487 

Duplicate sets with original order Per set, 5.00 Basement 1,570 



No. 8123 — A luxurious ranch home covering an expanse of 
90'. It is necessary to study the floor plan carefully to note the 
many outstanding and intriguing features that are included. 
The rooms are large and arranged for truly comfortable and 
convenient living. The all-purpose room is ideal for entertain- 
ing all seasons of the year. 

Complete plans as sbown or reversed, Area Sq. Ft. 

specifications, lumber and mill list 

$25,00 F ' rst F' oor -™ 2,376 

Basement 2,032 

Duplicate sets with original order. 

Per set ~ 5.00 Garage 491 
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No. 5748 — This modern version of the Cape Cod house utilizes all space to the 
best advdntage. The upper bedrooms could be roughed in at time of construction 
and finished when required. The generous sized porch will be a welcome spot 
during hot summer months. 

Complete plans as shown or reversed, specifications, Area Sq. Ft. 

*._ _. First Floor ... 1,055 

lumber and mill list - - ----- $22.50 Second F , oor 735 

Basement 1,055 

Duplicate sets with original order Per set, 5.00 Porch 227 



The "reverse" of a plan means that the rooms 
which are shown on the left in the photo and 
floor diagram would be placed on the right. All di- 
mensions and proportions are retained in the plan 
as reversed. To obtain the effect of a reversed plan 
hold the photo to a strong tight and look through 
the rear side. Reverses are provided to allow you 
to orient the house to suit your lot. 



No. 8121 —This little cottage is only 31' wide but the floor plan and the exterior are modern in every respect. The vertical siding 
on the front and the gable ends is shown painted in a contrasting color resulting in a pleasing combination. The rooms are of ample 
size and the plan shows a full basement. 

Complete plans as shown or reversed, specifications, lumber and mill list - $17.50 Area Sq. Ft. 

First Floor ■-...... 984 

Duplicate sets with original order - Per set, 5.00 Basement _ 984 
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No. 5580 — The main emphasis of this unusual plan has been placed on 
modern design combined with the low-pitched, overhanging built-up roof. 
The exterior walls are of frame with siding except on the front elevation 
where stone veneer is used as shown. The garage is constructed of con- 
crete blocks. Plans show a full basement. 



Complete plans as shown or reversed, speci- 
fications, lumber and mill list $22.50 



Duplicate sets with original order Per set, 



5.00 



Area Sq. Ff. 

First Floor ..._ 1,613 

Garage 327 

Basement 1,613 



No. 8074 — This smart-looking and easy to live in home will 
delight the modern homebuilder that is seeking a home design 
that has an efficient floor plan combined with an attractive 
exterior. The breezeway invites outdoor living during warm 
weather and may be enclosed if desired for use in winter. 



Complete plans as shown or reversed, specifi- 
cations, lumber and mill list $20.00 

Duplicate sets with original order 

Per set 5.00 



Area Sq. Ft. 

First Floor 1,044 

Basement 1,044 

Garage 327 

Breezeway 207 
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No. 8180 — Here is a plan that will meet with the approval of the entire 
family. Stone veneer is used to bring out the beauty of the exterior and 
the interior has been arranged for the comfort and convenience of the 
occupants. The room shown as a den can also be used as an all-purpose 
room or additional bedroom. 

Complete plans as shown or reversed, speci- Area Sq. Ff. 

fications, lumber and mill list .. $25.00 Fl«* F'°°r 1,817 

Basement -. 1,817 

Duplicate sets with original order Per set, 5.00 Garage 518 

Secure comp/efe plans from your dealer or from The L. F, Gcir/incjhouse 
Co., Inc., Topeka, Kans. 



No. 7138 — This contemporary split-level for modern Ameri- 
cans has studio ceilings with exposed beams and a tiled en- 
tryway. You will enjoy the light airy country kitchen with 
built-ins and a breakfast bar. There is a planter near by and 
sliding glass doors leading to the terrace. Three bedrooms 
with large bath on upper level as well as a sun deck for your 
enjoyment. Ample storage, laundry and utility space in the 
lower level with 1 1 ' by 13' den and full shower bath. 

Area Sq. Ft. 



Complete plans as shown or reversed, speci- 
fications, lumber and mill list $25.00 

Duplicate sets with original order. 

Per set - _.., 5.00 
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No. 6380— Stained log-siding, which is a very practical and easy-to-main- 
tain exterior material, is used to give a rustic appearance to this modern su- 
burban. However, horizontal siding could be used instead. The interior walls 
are conventional. 



Complete plans as shown or reversed, specifi- 
cations, lumber and mill list $15.00 

Duplicate sets with original order Per set, 5.00 



Area Sq. Ft. 

House 916 

Porch and Terrace _ 224 



ORDER PLANS NOW 

Take advantage of a home that is specially planned for your comforf. 
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No. 9010 — A real distinctive appearance is produced by the orna- 
mental iron work used at the front of this plan. A beautiful brick home 
with straight and simple lines. Convenience is the key word, note the 
entrance through the garage to the hall leading to the full basement 
which has extra space for heating, utility and recreation. Not only is 
there an entrance off the 20' porch but also a side and rear door. 



Complete plans as shown or reversed, specifica- 
tions, lumber and mill list $22.50 

Duplicate sets with original order. Per set, 5.00 



Area Sq. Ft. 

First Floor 1,500 

Basement 1,286 

Garage 470 
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No. 8164 — By omitting the carport and porch, this house will be only 26' wide. 
The combination living and dining room extending completely across the front of 
the house gives a spacious appearance. There is sufficient space for dining in the 
kitchen area. The stairway marked "dn" leads to a full basement. 

Complete plans as shown or reversed, specifications, lumber Area Sq. Ft. 

and mill list - $20.00 «»t Floor 1,180 

Basement . 1 , 1 8U 

Duplicate sets with original order Per set, 5.00 Storage -.— 89 



THE PLANS, SPECIFICATIONS, LUMBER AND MILL LISTS as we have them made fat the designs 
in our books are sufficient and further details are not needed by any competent buiJder. 



No. 3274— Here is a contemporary with a beautiful exterior and a very compact liv- 
able interior. Three bedrooms with one and Vi bath. This plan is without basement and 
would be an economical one to build. The living-dining area connect from front to back 
with a large fireplace at the left front of the living room. Storage space is provided off 
the garage. 



Complete plans as shown or reversed, specifications, lumber 

and mill list 

Duplicate sets with original order 
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First Floor 
Garage — 
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Complete plans, as shown or re- 
versed, specifications, lumber 
and mill list $25.00 

Duplicate sets with original 

order Per set, 5.00 



No. 9022 — A beautiful four bedroom home. There are two large baths on the sleeping 
level and a half bath on the garage level. An "I" shaped living-dining room area with 
the outside walls 25' by 27' in length. There are large windows in the front of the living 
room and equally large ones in the rear of the dining room. The fireplace will add to the 
comfort of this home. A large all purpose room at the rear of this level. 

Complete plans as shown or reversed, specifications, lumber and mill list. $25.00 Area Sq. Ft. 

Living Areas _. 1,673 

Duplicate sets with original order - - Per set, 5.00 Garage Level 882 



No. 8302— The modern lines, brick veneer and vertical siding add charm and dignity to 
this ranch home. A center hall separates the bedrooms and the family room, which may be 
entered from the rear of the house as well as the hall. The convenient kitchen with built-ins 
and breakfast bar is at the rear of the house. The inside planter opposite the fireplace adds 
beauty and lia- 
bility. The two 
car garage is en- 
tered from the 
left side. 



Area 



Sq. Ft. 



First Floor. 1,568 
Basement .. 1,568 
Garage .... 587 
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Complete plans as shown or reversed, specifications, lumber and 

mill list $22.50 

Duplicate sets with original order Per set, 5.00 

Area Sq. Ft. 

Living Areas 1,328 

Utility Level . .-... 617 

Garage 312 



No. 8298 — This plan has new modern lines and looks of the multi-level home. The garage is on the same level with the living 
quarters. The lower area has a large family room, utility room and a full bath. There is another full bath on the top level in 
conjunction with the three bedrooms. The kitchen is conveniently arranged with built in equipment. 

No. 9528 — Here is a truly contemporary design. The exterior is very attrac- 
tive with the cut stone wall, the high gable end windows, the fluted glass side- 
light and the ornamental doors. The floor plan is conveniently arranged and 
good circulation is afforded by the central hall which eliminates all unnecessary 
traffic through the living room. The bath and a half are centrally located and 
have their plumbing backed up for maximum economy. Skylights are specified 
for the bathrooms for natural light. Exhaust fans provide adequate ventilation. 
A full basement is provided but the washer and dryer are in the kitchen to save 
the housewife many steps. 

Complete plans as shown or reversed, specifications, Area Sq. Ft. 

lumber and mill list $25.00 First Fl °° r - '#330 

Basement 1,330 

Duplicate sets with original order Per set, 5.00 Garage 297 
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No. 9530 — This three bedroom ranch design has an excellent traffic pat- 
tern. Access to any room in the house is provided from the central hall. The 
family room and kitchen, feature open planning which tends to make the 
rooms appear even larger than they really are. An attractive breakfast bar 
serves as a divider. Sliding glass doors lead from the family room to the 
terrace. The basement stairs which have been placed in the garage lead to 
a full basement. 



Complete plans as shown or reverse specifi- 
cations, lumber and mill list $20.00 

Duplicate sets with original order... Per set, 5.00 



Area Sq. Ft, 

First Floor .. 1,284 

Basement _ 1,284 

Garage 340 



No. 9532 — This contemporary split level design has just about everything you could 
want in a home. Three of the four bedrooms open onto the attractive open air bal- 
cony. The master bedroom has three large double gliding windows as well as the 
gable end windows. All this glass certainly provides more than adequate light and 
ventilation. The master bedroom also has its own full bathroom. The other bedrooms 
are served by the compartmented bathroom which allows more than one person to 
use it at a time. This bathroom has a shower in one compartment and a tub in the 
other. The country kitchen which combines the dining room area with the kitchen 
is a very popular feature. The mud room, with washer and dryer, and the half bath, 
right next to the kitchen, will save the busy housewife many steps. The double garage 
is extra large and has plenty of workshop and storage space. The den could be used 
for many purposes such as study, hobby room, maid's room or bedroom. The recre- 
ation room is very large and has its own woodbuming fireplace as well as half bath. 



Complete plans as shown or reversed, specifications, 

lumber and mill list $25.00 



Duplicate sets with original order . 



Per set, 5.00 



Area 

Living Levels . 
Garage Level 
Basement 



Sq, Ft. 

1,903 

1,042 
861 





Page 33 



Oil 



+Jt 





No. 5225 — Simple roof lines add to the economy of construc- 
tion of this home without sacrificing beauty of design. The 
living room has been placed at the rear to assure privacy from 
a busy street, yet this cannot be detected from the front view. 
Both a utility room and basement are shown with the plan, but 
the basement may be omitted if not desired. Sliding doors are 
specified in bedrooms assuring maximum use of wall space. 
Note how the windows have been located to provide adequate 
light and proper ventilation. 



Complete plans are shown or reversed, specifica- 
tions, lumber and mill list $17.50 

Duplicate sets with original order. -.Per set, 5.00 



Area Sq. Ft. 

First Floor 1,220 

Basement 1,220 

Garage 281 

Porch 76 



In purchasing your construction plans from The L. F. Garlinghouse Co., Inc., you ore dealing with America's pioneer plan service— one 
that has had 50 years of experience in designing homes which are livecf in and enjoyed by more than one million persons. 

en 



No. 8018 — Only 34 ft. x 24 ft. yet this is a completely livable plan. Every inch of 
space has been utilized to the best advantage. The unique treatment of the exterior 
is very modern, but practical, and adds a distinctive touch not usually found in such 
a small plan. 



Complete plans as shown or reversed, specifications, lumber and 

mill list - $ 1 5.00 

Duplicate sets with original order — Per set, 5.00 



Area Sq. Ft. 

First Floor 816 

Basement .816 

Terrace — 120 




Secure /he complete 

plans from your 

dealer or 

L. F. 

GARLINGHOUSE 

COMPANY, INC. 

Topeka, Kansas 
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No. 5087 — Here is a home, with an appealing design and a 
remarkably compact interior, that includes numerous features 
desired by the modern homebuilder. Three bedrooms, breeze- 
way, porch, picture windows, ample closet space, attractive ex- 
terior, etc., are only a few of the features of this design. 

Complete plans as shown or re- Area Sq. Ft, 

versed, specifications, lumber and First Floor _. 1,442 

mill list $20.00 Basement 1,442 

Duplicate sets with original order Garage 264 

Per se» 5.00 Porches 120 



No. 8304 — If your desire is for a kitchen in the front this new design may be of interest to you. It can be either two or three bed- 
rooms with two full baths. The planter between the kitchen and dining room as well as the one in the living room will always add 
cheer and beauty to your home. The two-way fireplace may be used in 
the living room or the all purpose room. There is a full basement for utili- 
ties and storage. 



Complete plans as shown or reversed, specifi- 
cations, lumber and mill list j_ $22.50 

Duplicate sets with original order Per set, 5.00 

y~T"<^T TTTTTTTTTTTTT T TT TTT1 



Area 

First Floor 
Basement . 
Garage 



Sq. Ft. 

1,436 

. 1,436 

521 



T T T ^ 



Secure the complete plans from dealer or 

L. F. GARUNGHOUSE COMPANY, INC. 

Topeka, Kansas 
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No. 8324 — The low pitched roof with the cathedral ceiling 
makes this home stand out. The large window in the front 
adds dignity and charm. The rooms can be so used to have 
2-3 or 4 bedrooms. Back of the double garage is the kitchen, 
utility and storage space. There is no basement. 



t?SS2?£ Ibtoroom' 
i2-o\io-o 9 .. A|0 -. . 



I NQ B324 



LIVING ROOM 
20-0"x 14-4" 



2-CAR GARAGE 
20'-0"X22'-4* 



Complete plans as shown or reversed, specifications, 

lumber and mill list $20.00 

Duplicate sets with original order Per set, 5.00 

Area Sq. Ft. 

First Floor - - 1,440 

Garage 461 



Secure complete plans from your dealer or from The L. F. Garlinghouse Co., Inc., Topeka, Kans. 

No. 8048 — A careful study of this plan will reveal j^i ^^ 

many features that you might not have thought of II^H 

in planning your new home, but will always enjoy. 

A wide lot will show off the beauty of this design 

to the fullest extent but if space is not available the 

builder can omit the garage. If a basement is not 

required the stair space and hall could be used for 

utilities. 

188 

Complete plans as shown or re- Area Sq. Ft. 

versed specifications, lumber and , 

mill list . $25.00 

Duplicate sets with original order. Basement 1,321 

Per set 5.00 Garage 295 
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No. 8012 — A pleasing exterior has been combined with 
an excellent room arrangement resulting in a Western 
type home that gives an assurance of comfortable living. 
The half-bath could be omitted and the hall extended mak- 
ing a passage to any of the rooms directly from the 
garage. 



Complete plans as shown or reversed, speci- 
fications, lumber and mill list $22.50 

Duplicate sets with original order. 

Per set 5.00 



Area Sq. Ft. 

First Floor 1,204 

Basement 1,204 

Garage 264 





No. 5231 — The fireplace of this attractive small home has 
been placed at an angle to permit excellent furniture ar- 
rangement. The living and dining areas are actually one 
large room but may be separated by use of a folding parti- 
tion, as indicated on the floor plan. 



Complete plans as shown or reversed, specifi- 
cations, lumber and mill list , $17.50 

Duplicate sets with original 

order Per set, 5.00 



Area Sq. Ft. 
First Floor 1,124 

Basement 1,124 

Garage 276 

Porch 67 
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No. 5578 — Knotty pine, horizontal siding and stone veneer have been 
used to good advantage to make a highly pleasing exterior, The three 
bedrooms and bath can easily be entered from the main hall leading 
from the living room. The large kitchen has sufficient space for a break- 
fast table, and the plans show a full basement. 



Complete plans as shown or reversed, speci- 
fications, lumber and mill list $22.50 

Duplicate sets with original order Per set, 5,00 



Area Sq. Ft. 

First Floor 1,767 

Basement 1,767 

Garage _ 474 



No. 5056 — The design of this house offers many possible color 
combinations. Note how well the pleasing combination of colors 
and materials shown in the photograph fit in with the interior de- 
sign. If separate dining space is not desired, the breakfast nook may 
be used for dining and the dining room space combined with the 
living room. The garage can be omitted without detracting too 
much from the general appearance of this design. 

Complete plans as shown or reversed, sped- Area Sq. Ft. 

fications, lumber and mill list $17.50 First Floor — ] > 350 

Basement 1,350 

Duplicate sets with original order Per set, 5.00 Garage 276 
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No. 8040 — A clever arrangement for a small house. The main house 
is only 36 feet in width yet all of the rooms are large and passage 
between them is excellent. The living room and dining room are 
actually one large area but may be separated by accordion doors 
as shown. 

Complete plans as shown or reversed, specifica- Area Sq.Ft. 

tions, lumber and mill list „ $15.00 Firsf F ' oor 1-008 

Basement 1 ,008 

Duplicate sets with original order.. ..Per set, 5.00 Terrace 96 



Secure complete plans from 

your dealer or from 

1. F. Gar/ingfiouse Co., Inc., 

Topeka, Hans. 





No. 8026 — A modernistic design that has wide appeal. Although the plan has only 
a 37-ft. frontage and features three bedrooms, the rooms have been arranged with- 
out crowding and all the floor space is utilized to good advantage. 

Complete plans as shown or reversed, specifications, lumber and Area Sq. Ft. 

mil1 list $ 17 - 50 First Floor 1,121 

Duplicate sets with original order Per set, 5.00 Basement 1,121 
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No. 5544 — -In this plan, designed for an active family requiring six rooms, 
we have included everything for comfortable living. A TV niche is shown in 
the living room with bookshelves at each side. If this is not desired, the 
niche would also be suitable for a radio or the builder could add a fire- 
place. In addition to a basement, a utility room is shown for laundry equip- 
ment and home freezer. 



Complete plans as shown or reversed, specifica- 
tions, lumber and mill list .... $25.00 
Duplicate sets with original order. Per set. 5.00 



Area $q. Ft. 

First Floor 1,845 

Garage 436 



No. 6640 — This neat and attractive cottage is compact and excep- 
tionally well arranged. The plan shows a large combination living 
and dining room, kitchen with breakfast corner, two bedrooms, 
complete bath, seven closets, porch and garage. A storage attic is 
reached by a stairs going up from the dining room; there is a full 
basement under the house with a large recreation room, heating 
plant and laundry facilities. The foundation is concrete and the house 
is frame with sided exterior. The roof may be either wood or com- 
position shingles. 




Complete plans as shown 
or reversed, specifica- 
tions, lumber and mill 
list $17.50 

Duplicate sets with origin- 
al order. 
Per set ...„ 5.00 

Area Sq. Ft. 

House 1,290 

Garage, Incl. Attic 312 

Porch .... 152 

Basement 1,254 



ORDER 

YOUR PLANS 

TODAY! 
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No. 7332 — Stacked Roman brick combined with standard face brick and 
handsplit shingles on the roof add interesting color and texture to this at- 
tractive contemporary home. The floor plan is efficiently arranged. The 
foyer is well lighted with a side light on both sides of the door. Movement 
through the house is channeled by the center hall plan. The bathroom is large 
and roomy and is very well lighted. The kitchen is conveniently planned and 
contains a built-in range and oven and space for a washer and dryer. 

Complete plans as shown or reversed, specifications, Area Sq. Ft. 

lumber and mill list $25.00 First floor 1,220 

Duplicate sets with original order Per set, 5.00 Garage 467 



No. 7324 — Cut stone, face brick and wood shingles are pleasantly combined to 
make this house very attractive. The front door is well protected from the 
weather by the porch roof. The diamond panes give the house an air of quaint- 
ness. The living room is extra large and has large wall areas for various furni- 
ture arrangements. Open planning is used in the kitchen, dining area. The col- 
orful flagstone terrace will make an excellent play area in full view from the 
large kitchen window. 



Complete plans as shown or reversed, specifications, 

lumber and mill list $22.50 

Duplicate sets with original order Per set, 5.00 



Area Sq. Ft. 

First floor 1,248 

Garage & Storage 497 
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WAREHOUSE 
'CLEARANCE 



SALE 




BURGESS FAINT SPRAYER. Sprays 
paint, varnish, enamel, shellac, 
lacquer, etc. Mechanism is 
completely sealed in shockproof 
head. Develops the equivalent 
of 50 lbs. pressure. Plug into 
any 115 volt, 60 cycle -outlet. 
Cord included. Save $5,001 !. 

EACH S9.95 



NORELCO 
ELECTRIC SHAVERS 




SAVE 310,00 on a BRAND NEW 1959 
NORELCO ELECTRIC RAZOR. New 
flip-top model complete with 
travel case. Wonderful gift!! 



EACH 



S14.95 




SPRINGFIELD WEATHER FORECASTER. 
Thermometer is certified acc- 
urate, U.S. Govt, standards up 
to 120°. Forecaster indicates 
weather, fair, rain or change. 
Handsome new process permanent 
metalized finish on rugged high 
impact plastic. 9^ inches high. 
A TREMENDOUS SALE BARGAIN! '. 

EACH 98C 



CLOSEOUToh 
PINKING SHEARS 



A full size 
pair o£ fine 
shears at a 
tremendous bargain price! 
Cuts clean and sharp ! 
PER PAIR $1.49 




BALL PENS 



Fine top-action retractable 
pens at new low same prices! 
Easy flow points with approved 
inks. Refills can be inserted 
in a moment. Available in red, 
blue, black or green inks. 
SET OF 10 PENS 88c 



BALL PEN REFILLS. Fit all stan- 
dard pens. Available in Black, 
Green, Red or Blue inks. Buy 
NOW at these terrific prices! 
SET OF 10 39 c 




POCKET SECRETARY AND 



6 BALL PENS , Pens are 

new push-top action. 

Assorted color inks. 

Wonderful for office, 

home or school. Was 

98c. 

PER SET 7VC 



DESK SET . 4 matching pens 
with desk holder. Four 
different color inks with 
matching barrels: Black, 
Red, Green, Blue. Was 98c 
Special closeout value. 
PER SET 59c 



RAZOR BLADES at 
special low sale 
prices. Guaranteed 

sharp we have 

sold MILLIONS of 
them! Double edge 
Gillette type. 
CARTON OF 100 98c 



M. 




COPING SAW . Always useful! Full 
size. Complete with 5 blades. 
EACH 49 c 



automatic needle 

THREADER . Just the 

threader for folks 

with poor eyes. No 

rough parts. Will 

last for years. Fully 

automatic. 

EACH 59C 




300 illustrations 



HOME FIX- IT 
BOOK. The 

complete DO- 
IT - YOURSELF 
Guide cover- 
ing over 1000 
subjects on 
all home re- 
pairs inside 
and out, from 
garden gate 
to chimney 
top. Over 650 
pages with 



EACH $1.49 

PUSH PULL 
STEEL 




% inch wide, hardened and tem- 
pered spring steel blade. Clear 
black, easy-to-read numerals, 
1/16" graduations. 6 FEET LONG. 

EACH 39C 



EYE GLASS STYLE 




BINOCULARS . Powered 
lenses. Fold up 
like eyeglasses. 
Were 98c. 

49c 



POCKET STAPLER . Brand new model 
at a new reduced price. Ideal 
for home, office or shop. Was 
98c. Complete with 100 staples. 

49c 




EXTRA STAPLES. 



Per box of 100. 



10c 



SHOE LACES . Save! Fine quality. 

Black, brown, white. 

PAIR 4C 



HAIR NETS . Close out price! 

Grey, Black, Brown. 

EACH 6C 



FLASHLIGHT . Standard metal two 

cell. While they last! 

EACH 49c 



t SEWING SCISSORS . Full six 
Inch size. Just right for 
ill sewing needs. Save at 
least 35c at our special 
closeout price'. Order sev- 
eral pairs! 
PER PAIR 25C 



PERSONALIZED 
NAME LABELS. 
500 labels to 
each set with 
name and address . 
Stick them on letters, 
packages, books, etc! 
Free plastic gift box, 

SET OF 500, POSTPAID 35c 

THREE SETS $1,00 




ma 



GUARANTEED NEVER TO RUST. Has 
permanent gleaming finish. Set 
includes 50 pieces with 4 piece 
Hostess set. Was $14.95. SAVE 
$5.00 ON THIS SPECIAL SAIE VAL- 
UE! ! 
COMPLETE SET S9.95 




LONG NOSE PLIER. Precision 
made of the finest drop forged 
steel with polished finish. 

EACH 99c 

ZIPPERS . We bought 100,000 at 
a terrific close-out price!! 
Assorted lengths and colors to 
each package. Be ready to re- 
place any zipper that fails! 
SET OF 10 39 c 



TOOL 




6 PIECE SAW SET. Fine quality 
tempered spring steel blades, 
teeth set for easy cutting. A 
tremendous bargain. 

COMPLETE SET 99c 




8 PIECE INTERCHANGEABLE TOOL 
KIT in new open face case. Fine 
quality tools in a set that has 
hundreds of uses in every home 
or shop. 

PER SET 99c 




8 PIECE HOME AND AUTO WRENCH 
SET with specially sized open 
and box end wrenches for home 
and auto. Precision made, heat 
treated. 

COMPLETE SET 99c 



13 PIECE TWIST 
DRILL SET. Full 
bber length 
twist drills in 
fine quality 
Steel, hardened 
and tempered. 
Case included. 




COMPLETE 
SET 



,99c 



SCREWDRIVER SET. 6 different 
sizes complete with wall rack. 
Fine quality. 

COMPLETE SET 99c 



VALUES/ 



RAM 7" POWER SAW. A wonderful 
buy! Full 7" blade with 14 H P 
Motor. Heavy duty cord. 110-- 
120 Volt, 50 to 60 cycles AC-DC. 
Self lubricating bearings. 

Maximum depth of cut 2 7/16".. 
at 45° 2 1/8". Full 0° to 45° 
angle adjustment. Combination 
rip--guide included. Lustrous 
mirror finish. 



S29.50 




VfflEl 



RAM k" ELECTRIC DRILL with it" 
Jacobs Geared Chuck and Key. 
Powerful, cool running AC-DC 
Universal Motor. Gives V'capac- 
ity in hard wood and £" in 
steel. Full load speed 1200 
RPM. Heavy duty thrust ball 
bearings on arbor. Automatic 
release trigger switch with 
locking pin. 9 inches long. 
Cord included. 



EACH $16.95 

HEAVY DUTY 3/8" MODEL. To fill 
the needs of the professional 
user. For power capacity and 
top performance. 

EACH $19.95 




VIBRATOR 
PILLOW 



Complete with washable, remov- 
able, zippered corduroy cover. 
Stimulates circulation, tones 
muscles, wonderful for tired 
aching feet. Operates on any 
AC current, Complete with cord. 

each §4 99 



IT'S EASY TO ORDER 

NO LIMIT on this special sale. 
Order as many of any item 
as you want at these special 
close-out prices! As all 
merchandise is FOB Topeka, 
please add approximate post- 
age as follows; 

Up to $2.00 include 25c 
$2.01 to $5.00 include 35c 
Over $5.01 include 50c 
We gladly ship C. 0, D. pro- 
vided you send a 257. deposit 
with your order, but prepaid 
orders cost you much less, 
so it is to your advantage 
to send full remittance with 
your order, 

SATISFACTION ABSOLUTELY 
GUARANTEED or purchase price 
refunded in full in 10 days. 
Rush your order direct from 
this ad. Big supply on hand. 
Sale ends when we sell out. 



TAKE ADVANTAGE OF THIS SPECIAL SALE T0DAY---MAIL YOUR ORDER TO 

WESTERN STATIONERY CO. 

DEPARTMENT GH"3 

110 East 6th St - Topeka, Kansas 
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No. 5832 — Simple and straight lines for the exterior make this a 
beauty in brick. The ornamental ironwork is used to good advantage 
around the front of the porch to give a distinctive appearance. A base- 
ment is shown plus a utility room for extra convenience. 



Complete plans as shown or reversed, 

specifications, lumber and mill list $22.50 

Duplicate sets with original order Per set, 5.00 



Area St. Ft. 

First Floor „_ 1,500 
Basement - 1,286 
Garage 470 



Secure complefe plans from your dealer or 
L. F . Garlinghouse Company, Inc., Topeka, Kansas 



No. 5320— A plan that will meet with the approval of the modern housewife. 
Locating the bath with shower between the den and utility room makes an ideal 
arrangement, particularly so because bath may be entered direct from outside 
v/ithout entering the main rooms. A full basement is shown but may be omitted 
and the heating unit placed in the utility room. 



Complete plans as shown or reversed, specifications, 

lumber and mill list $20.00 

Duplicate sets with original order Per set, 5.00 



.' 



Area Sq. Ft. 

First Floor 1,873 

Basement 1,873 
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No. 5428 — Stone veneer has been used on the front of this house giving 
it an attractive and stately appearance. The large picture window in the 
living room and modern entrance door are also pleasing features. The 
floor plan shows three bedrooms in a compact arrangement. A corner 
fireplace is shown in the long living room. The stairs marked "dn" lead 
to a full basement. 



Complete plans as shown or reversed, 

specifications, lumber and mill list. $20.00 

Duplicate sets with original order Per set, 5.00 



Area Sq. Ft. 

House 1,462 

Basement 1,462 

Garage 253 

Porch 104 



To buifd without comp/efe plans and specifications 
invites misunderstanding and costly errors. 



No. 5488 — An exceptionally attractive home with a much desired plan. 
Simple in lines, yet very roomy throughout. The all-purpose room is ideal 
for both formal and informal entertaining. The bedrooms are large with 
numerous closets. Dotted lines in the hall indicate entrance to storage attic 
by disappearing stairway. 



Complete plans as shown or reversed, 

specifications, lumber and mill list...: $22.50 

Duplicate sets with original order Per set, 5.00 
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Area Sq. Ft. 

First Floor 1,693 

Basement 1,442 

Garage 484 







No. 7274 — This rambling ranch home combines a pleasing exterior treatment utiliz- 
ing split face cut stone veneer, contrasting wood shutters, and red cedar shingle sid- 
ing and roofing. Note the excellent floor plan arrangement. The family room and 
kitchen feature the open type plan while the rear living room is so arranged to pro- 
vide a more formal atmosphere. The three bedrooms are all large and contain more 
than ample closet space. The master bedroom with its two closets and private balh 
leaves little to be desired. The main bathroom is centrally located making it con- 
venient to all parts of the house. The terrace is reached through the living room. 
Complete plans as shown or reversed, specifica- Area Sq. Ft. 

lions, lumber and mill list $25.00 First Floor 1,930 

Basement 1,930 

Duplicate sets with original order Per set, 5.00 Garage 502 



No. 6625 — This lovely cottage is quite simple yet out- 
standing in design. The plan shows six fine rooms, a com- 
plete bath with both tub and shower, eight closets and a 
garage. There is a basement under the entire house with 
a recreation room and facilities for both heating and 
laundry. We specify the foundation to be of concrete and 
the house is constructed of frame with a beautiful com- 
bination of siding and brick for the exterior. 

Complete plans, as shown or reversed, specifications, 

lumber and mill list $20.00 

Duplicate sets with original order Per set, 5.00 

Area Sq. Ft. 

House - 1,707 

Basement 1,707 

Garage 290 



KITCHEN \ 

-.^.u, onnu I BED ROOM 

-— * i»l I lirv-rvin-u-'J' 



BED ROOM 

is'-o-xia-o' 




'ir-oxis-?' 



\\0'-Q"My-2y 



13'-0"X21'-0" 



LIVING ROOM 

z^-rxis'-o" 



BED ROOM 

15'-Q" X 13'-4" 



NO. 6625 
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No. 6865 — This design is quite simple and practical to build. The 
plan shows six excellent rooms, bath with both tub and shower, seven 
closets, porch and double garage. The foundation is concrete and the 
house is frame with vertical and horizontal siding on the exterior. 




Complete plans as shown or reversed, specifications, 

lumber and mill list $20.00 

Duplicate sets with original order Per set, 5.00 

Area Sq. Ft. 

First Floor _ 1,765 

Basement ___ 1,765 

Garage 440 






KITCHEN r>,_ 

l*7«'9'-5" 'jJn ™H BED R00M 

Jn> ftlU/fl ,s--7;,*o- 



19-6 « 21-0" 



LIVING ROOM 



21-7xt5-7" 



«5 : -7il2-0" 



BED ROOM 
IS'-O'nlS-O" 



Secure the complete 

plans from your 

dealer or 

L F. 

GARLINGHOUSE 

COMPANY, INC. 

Topefca, Kansas 



No. 184 -A beautiful design of Dutch and Colonial descent. The simplicity of the 
design adds to the homey attractiveness of the exterior. An exceptionally convenient 
arrangement of rooms is shown. A large recreation room is provided in the basement. 



Complete plans as shown or reversed, specifications, 

lumber and mill list __ $20.00 

Duplicate sets with original order __ Per set, 



5.00 



Area 

First Floor __„ 
Second Floor 
Basement 



Sq. Ft. 

. 1,433 

730 

- 1.433 
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No. 7128 — New low pitched tri-level home with four bedrooms and two baths on 
the upper level. The built in planter leading to the upper level adds dignity to the 
interior. The L-shaped living and dining room area provides ample room for enter- 
tainment, also the sliding glass doors leading to the partially covered terrace adds 
still more room. You will enjoy the cathedral type ceiling in the living area. The 
lower level provides an activity room, double garage, full bath and storage space. 



Complete plans as shown or reversed, specifications, 

lumber and mill list _ L _ $25.00 

Duplicate sets with original order Per set, 5,00 



ORDER 
NOW 



Area Sq. Ft. 

Living Areas 1,570 

Garage Level 891 

Terrace 180 



No. 5854 — A perfect setling for this beautiful home. The center hall 
completely separates the sleeping area from other rooms and 
eliminates unnecessary cross traffic in the living room. The picture 
window in the dining room affords an excellent view of the terrace. 
The glassed area in the living room and the ornamental ironwork at 
the entry porch give this home a distinctive appearance. 

Complete plans as shown or reversed, specifica- Area Sc f- F '- 

lions, lumber and mill list $25.00 Fir ^ Fl °° r 2 ' 066 

Basement 2,066 

Duplicate sets with original order Per set, 5.00 Garage 347 
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IT WORKS! 



Smart peopl e ^^Ij^hJ" 




A Practical Builder Creation 



Courtesy: R.O.W, Sate* Co. 



Smart People Build 
Before a Boom! 

That's Why You Should Build Now! 

Many facts and figures in the news today point to the future 
as a boom period, inflation is sure to continue, population will 
constantly increase, jobs will be more plentiful and incomes will 
increase. A natural sequence of these facts will bring about 
higher prices for your new home. 

If the above economic facts are true, then now is the best 
time to build. Let us look more closely at these facts. 

1. Population will continue to increase. We have seen a tre- 
mendous growth the past two years and all indications are that 
it will increase more rapidly in the next ten years. Where will all 
the people live? This means more houses and higher prices. 

2. Statistics show that more people are employed today than 
ever before — employment is increasing and unemployment de- 
creasing. With conditions in favor of the laborer, wages will go 
higher, spending and saving will create a healthy housing mar- 
ket. 

3. Income levels for all will rise. The average family income 
is increasing daily. The economy of the country today points to 
still brighter futures, which will mean a mortgage debt incurred 
now will be easier to pay off at a later date. 

4. All of this means the value of your home will rise. As we 
have more people, more jobs and increased levels of income, 
we will pay a higher price for our homes. The home bought for 
$15,000 today may well be worth $25,000 by the time the 
mortgage is paid. The home buyer who waits will probably pay 
much more, therefore, we say, "Smart people build before a 
boom." 




HEATFORM Model "S" / Architect: Richard L. Taylor 




Send $1 NOW 
for your book 
of 88 beautiful 
prize winning 
HEATFORM 
fireplace designs 
plus other val- 
uable fireplace 
information. 



L. F. Garlinghouse Company, Inc. 

America's Largest and Finest Home Plan Service 

818 Quincy Topeka, Kansas 
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No. 7124 — If you have wanted an entrance foyer and a central 
hallway this is the plan for you. Three large bedrooms with 1 V2 
baths and ample closet space. You can relax and enjoy yourself 
in the spacious living room without being disturbed by others. The 
kitchen and utility rooms have ample space for the activities in- 
volved. There is no basement. The brick trimming adds dignity to 
this plan. 

Complete plans as shown or reversed, specifications, lumber and 

mill list $22.50 

Duplicate sets with original order. Per set, 5.00 

Area First Floor - 1,538 Sq. Ft. 
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BEDROOM II BEDROOM [ 
15-4" X 12- o" ll I2-4"X 12- o" 



n V v S i "i KITCHEN DINING 

7-0: iV r -.l5-0"xil'-0" •'. SPACE 

) ; 4 -^|io'-o"x9-o" 



Ii „ LIVING ROOM 
C [ « I5-4"X is'-o" 



I'MWWJWJK* 




BEDROOM 
I2-0"XII-4" 



\UU/^T IL | 



JzJ "hall 



II GARAGE 
LIVING ROOM Il2'-4"X 21-0 



BEDROOM I BEDROOM! | 21-0X13-6 

ii'-o"x Il-4'1l0-e''x I0'-4T 



No. 7118 — You will enjoy the plain, attractive lines of this home. 
It will be economical to build and saleable in the future. Every 
inch of the floor space is used to the greatest advantage. There 
is an attractive planter between the living and dining rooms and 
double doors leading onto the terrace. The utility room may be 
entered at the rear, through the garage or the kitchen. 

Complete plans as shown or reversed, specifications, lumber and mill list $22.50 
Duplicate sets with original order „., Per set, 5.00 

Area Sq. Ft. 

First Floor 1,204 

Garage & Utility Room 356 
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No. 6889 — This beautiful design is not exactly the Ranch type, but is quite worthy to be a Suburban home. The two floors con- 
sist of a central hall with an open stairs and eight large rooms, two complete baths, dressing room, ten closets, and a double 
garage. In the full basement are recreation, heating, laundry, lavatory, and storage rooms. The foundation is stone, the house 
is frame with a combination of stone, brick and siding for the exterior. The roof may be either wood or composition shingles. 



BED ROOM ■ 
12-ll'x 2 5-0 



Complete plans as shown or reversed, 

specifications, lumber 

and mill list __. „ $25.00 

Duplicate sets with original 

order Per set, 5.00 



Area Sq. Ft. 

First Floor 2,075 

Second Floor ._ 1,011 

Basement 1,808 

Garage — 544 



BED ROOM 
vl2'-l!'K2S^O" 



BED ROOM H HI BED ROOM j 
12'- 7* t 1 4'- 21 B J 12- ft I «- 2*' 



5UN ROOM 
15'- Tt 15-0' 



LIVING ROOM 



24-7 X 15-0 



Tin IT J 

fr-rf 

I DINING HM |_U X * 
I2-7'X l5-0'\ l»-0"l. 



GARAGE 
2l"-0*X2j'-0' 



,W\ C 



FIRST FLOOR NO 6689 



No. 7130 — Economy talks and this three bedroom home can be con- 
structed economically because of its rectangular shape. A basement 
could be added if desired by building stairs in the space behind the 
den. The built-in U-shaped kitchen w II add pleasure to your work. 
You will enjoy the view from the p'cti re window of the family room. 

Complete plans as shown or reversed, specifications, Area Sq. Ft. 

lumber and mill list $20.00 First Floor 1,386 

Duplicate sets with original order Per set, 5.00 Garage 416 
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Secure the complete 

plans from your 

dealer or 

L. F. 

GARLINGHOUSE 

COMPANY, INC. 

Topeka, Kansas 
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No. 7380 — Brick, horizontal siding and texture 1-11 plywood siding 
are skillfully combined on this contemporary ranch house to give it a 
very striking exterior appearance. The living room has a large wood 
burning fireplace. There is no cross traffic through the living room and 
furniture arrangement possibilities are excellent. A full basement is 
provided but the laundry equipment is located in the utility room. The 
kitchen and dining areas are combined. The small terrace on the 
front is paved with flagstone. 



Complete plans as shown or reversed, 

specifications, lumber and mill list $22.50 

Duplicate sets with original order... Per set, 5.00 



Area Sq. Ft. 

First Floor 1,073 

Basement 1,073 

Garage and 

Utility Room 425 



No. 7360 — The rectangular shape of this concrete block house will make it 
economical to build. The aluminum casement windows and concrete floors will 
make it easy to maintain. Open planning has been used in the kitchen, dining, 
living room area. This makes the rooms appear much larger. The kitchen and 
bathroom plumbing have been backed up for maximum economy. The two 
bedrooms are well ventilated with two large windows in each room. 



Complete plans as shown or reversed, specifications, 

lumber and mill list $20.00 

Duplicate sets with original order Per set, 5.00 



^rea Sq. Ft. 

First Floor 950 
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No. 5381 — A neat and trim exterior has been combined with an excellent floor 
plan resulting in a very desirable home. A story-and-a-half house, such as this, 
offers economy of construction as the bedrooms on the second floor can be finished 
as the size of the family increases. 



Complete plans as shown or reversed, specifications, 
lumber and mill list 



Duplicate sets with original order. 



$22.50 

Per set, 5.00 

ORDER PLANS NOW 



Area Sq. Ft. 

First Floor „__ 1,190 
Second Floor _ 800 

Basement 1,190 

Porches 172 



■ I DINING |n KIT C- M E N! 
BEDROOM H "„'££* [j|.3-4-Xa-- nj ROOM 
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No. 5675 — This style of home is 
growing in popularity in the South- 
west and examination of the floor 
plan indicates the reason. The 

window treatment allows excellent ventilation in each room and the porch at the 
front is very inviting on long summer evenings. A utility room is shown in addition 
to the basement, however, if a basement is not desired, it can be omitted and the 
stair space used in the kitchen. 



Complete plans as shown or reversed, specifications, 
lumber and mill list 



Duplicate sets with original order 



$20.00 

Per set, 5.00 



Area Sq. Ft. 

First Floor 1,196 

Basement 1,196 

Garage 333 
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.add a touch of distinction and 

IMPROVE ANY FIREPLACE 



< 



with the 



^ 




HEAT- TEMPERED 
GLASS DOORS ! 

<_/*• zone' ^r(at. 

iiates gentle, even heat • Burn wood, gas or coal, 

with no floor drafts. . Blends with any decor. 

Piano-hinged doors. . Protects against sparks, 

Sliding draft doors control fire. smoke and soot. 

Send tiie of fireplace opening and receive FREE - — 

FULL-COLOR BROCHURE . . . WRITE DEFT. 




MANUFACTURING CO., Akron 9, Ob*o 
CmnkSss PfasJ: Si. Caft«iw», Ctfsrk 




PRACTICAL 
CARPENTRY 



PRACTICAL CARPENTRY gives you all the infor- 
mation you need to modernize your present 
home or build a new home of your choice from 
plans secured from L. F. Garlinghouse Co., Inc. 
farm building construction. 

Order your copy TODAY. 8 V 2 x 11. 480 pages 

•*.._ .. i i r\n -ii. .-i__»: tcnn 




also covers garage 



Over 1100 illustrations, $5.00 



ALL ABOUT 
HOUSE WIRING 



Here's a real "how-to-do-it" book, covering all 
phases of MODERN house wiring. ALL ABOUT 
HOUSE WIRING takes the "mystery" out of 
house wiring. It tells how to determine exactly 
what wiring is needed; gives you basic wiring 

fundamentals. It shows in 192 crystal clear drawings, the EASY way to do 
wiring in both new homes and existing residences; wiring capable of serv- 
ing SAFELY the lighting, appliance and equipment needs of today, as well 
as those of tomorrow. 




176 pages, 192 illustrations, $2.50 



Once it may have been true that a man's house was his castle, but today it isn't necessarily so. In this new era of houses 
for almost everyone, a wood, stone or brick structure, is considered only the framework in need of skillful decoration to convert 
a house into a real 'home. Small matter whether the design be exotic or simple, starkly modern or modernized - antique, the 
home must pass with flying colors, not trying colors, the rigorous standards of being strictly personal, truly functional, and un- 
questionably efficient. 

This new emphasis on decorating has brought about many attitudes gratifying to the American Homemakers. No longer 
does the family leave it all to Mother, but instead they often undertake to do-it-ourselves decorating project. In this sharing their 
interests, ideas, and needs, the members of the family group are able to create a home atmosphere expressive of their own per- 
sonality. 

Family life, too, in an attractive, individualistic, and comfortable home rises to higher ethical standards. As the ideals of 
the home ascend to new heights, a definite contribution is made to the structure of our democratic society. 

The homemaker herself in her new role as interior decorator finds a decided challenge that is best met if she utilizes both 
knowledge and good taste. Her job once completed, she feels a great sense of satisfaction in pleasing her family and providing 
for their needs. 

This successful homemaker-decorator has learned that unity of decor was achieved by four basic elements; line, color, tex- 
ture, and form, each chosen to produce the most pleasing effect. 

She also realizes that the design principles, balance, proportion, rhythm, emphasis, and harmony, played an important 
role in furniture arrangement. When teamed with the basic elements, they achieve beauty as they blend with the background. 
She is not limited in these home furnishings because many are the varied possibilities available to furnish it at all income levels. 

How has she learned these various aspects of home decoration? As her interest grows, many opportunities present them- 
selves to her-exhibition homes which are furnished provide an excellent source of evaluation. Adult classes stress the basic fea- 
tures of interior design and offer opportunity for practical application. Publications and printed materials feature current trends 
in housing, floor plans, furnishings, textiles, and household hints. 

Many other resources are available to the homemaker who is interested in making her home express beauty, charm, com- 
fort, and livability which is characteristic of her family. 

The modern home need no longer be just a castle in the old sense, but a glorified palace, rich and beautiful in its own 
special decoration. 

BERNICE FINLEY 



Supervisor of Home Economics 
Topefca Public Schoois 
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No. 8280 — A contemporary three bedroom brick veneer home with 
a low pitch roof. The dining room and the living room are at the 
front of the house, with the three bedrooms and 1 !/2 bath extended 
to the rear. There is a double garage at the right and a large terrace 
area on the left. Full basement with accessible entrance from the 
rear as well as inside the house. 



Complete plans as shown or reversed, specifications, 
lumber and mill list $20.00 

Duplicate sets with original order Per set, 5.00 
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Area Sq. Ft. 

First Floor 1,381 

Basement 1,381 

Garage 514 





No. 8066 — A popular feature of this beautiful home is the easy entry 
into any room from the hallway running through the center of the house. 
The large living room is set off from the other rooms, making it possible 
for the adult members of the family to entertain without disturbing chil- 
dren in the sleeping quarters. Note the number of "extra" closets assur- 
ing an abundance of storage space so often required by any active 
family. 

Complete plans as shown or reversed, specifications, lumber Area Sq. Ft. 

■ -ii ,. . *„_ nn First Floor 1,552 

and mill list ___$25.00 „ . . ' - 

Basement 1,552 

Garage __ 468 

Duplicate sets with original order Per set, 5.00 Porch 98 
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No. 5514 — This plan is in answer to the many requests we have re- 
ceived for a plan showing the living room located at the back of the 
house to take full advantage of the surroundings, or to obtain privacy 
from a busy street. Note the attractive appearance obtained by com- 
bining stone veneer, horizontal and vertical siding and finishing in 
contrasting colors. 



Complete plans as shown or reversed, specifications, 

lumber and mill list $17.50 

Duplicate sets with original order Per set, 5.00 



Area Sq. Ff. 

First Floor 1,285 

Carport 329 



BED ROOM 
\Z.TXW-V 



LIVING ROOM 
2l-fX\y-V 
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No. 5075 — One of the desirable features of this plan is the living 
room that offers a commanding view of both the front and rear. 
The terrace at the rear invites outdoor activities during the hot 
summer months. Another feature is the porch, at the front entrance, 
which offers protection during inclement weather. 



Complete plans as shown or reversed, specifica- 
tions, lumber and mill list $17.50 

Duplicate sets with original order.. ..Per set, 5.00 



Area Sq. Ff. 

First Floor 990 

Basement 990 

Garage 324 

Porch and Terrace 145 
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No. 8206 — Another compact and efficient design with three bedrooms. The 
small bedroom located at the rear can be used for many purposes— bedroom, den, 
dining, etc. Brick veneer is used on the living room kitchen side and on the front, 
the balance of the exterior being frame with stone trim as shown. 



Complete plans as shown or reversed, specifications, lumber and 
mill list $20.00 



Duplicate sets with original order. 



.Per set, 5.00 



Area Sq. Ft. 

First Floor 983 

Basement 983 



No. 8054 — Suitable for either a city or suburban setting, this design will 
appeal to the homebuilder that prefers modern and simple lines combined with 
a compact room arrangement. The fireplace has been located in the corner 
of the living room to permit use of a large picture window and also allow ex- 
cellent furniture arrangements. 

Complete plans as shown or reversed, specifications, lumber ArBa Sq. Ft. 

and mill list $22.50 First Floor M04 

Basement 1,404 

Duplicate sets with original order - Per set, 5.00 Porch 283 
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No. 8184 — Here is a very unusual plan. There are many features 
included here that are often found only in much larger homes. 
Note particularly the extra large living room— wonderful for enter- 
taining, the entrance hall, combination kitchen-dining area, the full 
basement, etc. Brick veneer is used only on the front and gives 
a pleasing effect. House without garage is only 40 feet wide. 



Complete plans as shown or reversed, specifica- 
tions, lumber and mill list $17.50 

Duplicate sets with original order-- Per set, 5.00 



Area Sq. Ft. 

First Floor 975 

Basement „ 975 

Garage 485 
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No. 8160 — A practical and roomy floor plan is shown with this con- 
temporary flat roof type home. The roof line which is a distinguishing 
feature of the exterior slopes from the carport side to the bedroom 
side of the house instead of the general front to rear slope. Plan 
shows a basement but it can easily be omitted as space has been 
provided for utilities. 

Complete plans as shown or reversed, specifica- Area Sq. Ft. 

.... . .|i i- , *■>") en First Floor .1,210 

tions, lumber and mill list jzz.su 

Basement 1,210 

Duplicate sets with original order ..Per set, 5.00 Carport - 247 
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No. 8007 — Striking beauty with a modern touch. This beautiful home fea- 
tures an outstanding floor plan. The plan shows a large living room, spacious 
dining room, an efficient kitchen, two bedrooms and a den that is arranged 
to accommodate a single bed or bunk beds. Note the ease of circulation 
between rooms. 



Complete plans as shown or reversed, specifications, 
lumber and mill list $20.00 

Duplicate sets with original order . Per set 5.00 



Area Sq. Ft. 

First Floor 1,281 

Basement 1,281 

Garage 275 



ORDER PLANS NOW 



Secure complete plans from your dealer or The L F. 
Garlinghouse Co., Inc., Topeka, Kansas. 

No. 8098 — Three bedrooms are shown in this modern brick veneer home. All rooms 
have been arranged to provide easy passage between them without sacrifice of ef- 
ficiency. The U-shaped kitchen is large enough to accommodate a breakfast table as 
indicated on the plan. If a basement is not desired the stair and hall space could be 
used for a utility room. 



Complete plans as shown or reversed, specifications, lumber and mill 
list — $22.50 



Duplicate sets with original order. 
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Per set, 5.00 



Area 

First Floor 
Basement . 
Garage _. 
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No. 6124 — The large corner windows in the spacious living room denote real enjoyment, you will also note the room has 
two outside exits. The dining room and kitchen are conveniently located with an exit from the kitchen to the double garage. 
The three bedrooms are located across the back of the home with 1 V2 baths available. There is a large terrace at the rear 
of the garage. The roof is of a low pitched type. 

Complete plans as shown or reversed, specifications, lumber 

and mill list $20.00 

Duplicate sets with original order : Per set, 5,00 




Area Sq. Ft. 

First Floor 1,400 

Basement 1,400 

Garage 469 

Porch 204 

Terrace 184 



ORDER 

YOUR PLANS 

TODAY! 



No. 8300 — The Present home calls for a family room. This plan has 
not only a large family room but a 25' living room with interior fire- 
place. Three bedrooms with two full baths. Terrace just outside the 
family room and a full basement. The vertical siding and the brick 
veneer help to make this an attractive home. 

Complete plans, as shown or reversed, specif i- Area Sq, Ff. 

cations, lumber and mill list . ... $25.00 First Floor 1,534 

Basement - 1,233 

Duplicate sets with original order. Per set, 5.00 Garage 562 
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No. 8056 - Suitable for a 50-ft. lot, this three bedroom design with attached garage 
will be popular with the homebuilder having a limited space in which to build his new 
home. The rooms have been arranged to provide easy passage between them. The 
use of stone for the fireplace chimney and plant box adds to the attractiveness of the 
design. 



Complete plans as shown or reversed, specifications, (umber and mill 
list _ $20.00 



Duplicate sets with original order 



Per set, 5.00 



Area 

First Floor 

Basement „, 

Garage „ 262 



Sq. Ft. 
.1,301 
.1,301 



The most satisfactory way of obtaining an accurate estimate of the cost of the house that you intend 
to build is to purchase a set of plans and have your material dealer or contractor figure directly from 
those plans. Then there is no error, which is often the case if approximations are made on a square-foot 
basis. 



No. 8132 — Truly a ranch house designed for the wide open spaces. Many outstanding features are incorporated into this 
beautiful home. Note the size of the various rooms particularly the living-dining room and the excellent window treatment across 
the entire front of the house. A planting box is used for 
dividing the living and dining area but does not cut down 
the spacious effect of the long room. The screened porch, 
open porch and terrace invite outdoor living. 



Complete plans as shown or reversed, speci- 
fications, lumber and mill list _._.$25.00 

Duplicate sets with original order 

Per set ... 5.00 
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Area Sq. Ft. 

First Floor 1,912 

Basement 1,912 

Garage 480 

Porch __ 409 
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STOP WASTING fIREPLA CE HE A T 
build masonry around! 






WpSQTR^fficUUTIWG^FIREPLAa UNIT 



BEFORE YOU BUILD OR REMODEL, obtain complete information 
about HEATFORM, which captures and circulates through the 
home a large volume of heat lost up the chimney by the 
ordinary fireplace. A HEATFORM fireplace is the heart of the 
home — no other modern convenience contributes more to 
comfortable living. 

HEATFORM is a complete unit, hearth to flue, and a PERFECT 
GUIDE around which masonry walls are easily built, ASSURING 
SMOKE-FREE OPERATION. 

HEATFORM is a part of the fireplace. It replaces the masonry 
firebox lining and throat damper and saves some labor neces- 
sary in the construction of the ordinary fireplace. The small 
extra cost of HEATFORM is returned many times over in fuel 
saved and added comfort. 

HEATFORM is available in five models and various sizes. THE 
ARCHITECTURAL DESIGN OF THE FIREPLACE IS UNLIMITED. 
INSIST UPON HEATFORM. For efficiency and durability, IT 
HAS NO EQUAL! 

SUPERIOR HI-FORM DAMPERS 

Where the extra volume of heat captured and circulated by 
HEATFORM is not required, use the TIGHT-CLOSURE Superior 
HI-FORM DAMPER, which forms the complete throat from 
lintel to smoke flue, ASSURING SMOKE-FREE OPERATION. 
Made of heavy steel for lifetime service — NO BRITTLE CAST 
IRON PARTS TO BREAK. 

The rockwool blanket furnished with 
HEATFORM and HI-FORM DAMPER 
is the only proven method of 
absorbing metal expansion to 
prevent masonry cracking. 

Model "L" for single opening 
tapered fireboxes only. 




J^MM 



mw* 



Model "A" for single 
opening fireplace. 



Model "MH", complete with 

fuel grate and copper- 

hammertone finish hood. 





Model "S" for corner 

fireplace with view of 

fire from front and 

either side. 



Model "M" provides 

view of fire from 
front and both sides. 





SUPERIOR 
I -FORM DAMPER 

MODEL H - 




T 



Model "D" for the 

fireplace opening 

through between 

two rooms. 



Model "H" for multiple 
opening square fireboxes. 



Feastmaster BARBECUES 



Hand- 
Easily 



OD-300 




Complete indoor or outdoor barbecue units ready for EASY INSTALLATION, 
somely styled of sturdy steel construction. Maximum simplicity of operation, 
removed for cleaning. 
MODEL OD-300 for outdoor fireplace. Adjustable grate. Charcoal-hammertone finish. 

MODEL PT-500 and MODEL CT-400 for use in kitchen, patio, or outdoor pit. Turn of 
crank raises or lowers fire. Grill remains stationary. Charcoal or copper-hammertone 
non-toxic baked enamel finish. All grills are plated. Electric motor and spit available 
for all models. 

WRITE TODAY for free detailed information on ail models of HEATFORM, 
HI-FORM DAMPER, and FEASTMASTER, or enclose $1 for 52 page 
(ll"x8!/2") book of 88 fireplace designs, selected 

from National Prize 

Winning Photo Contest, 

and other valuable 

fireplace information. 

SUPERIOR FIREPLACE COMPANY 

The pioneer designers and manufacturers of warm 

air-circulating fireplace units. 
Dept. GAA Dept. GAA 

4325 Artesia Ave. 601 North Point Road 

Fullerton, California Baltimore 6, Maryland 





CT-400 
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Get These Advantages In A Home That is 
SPECIAL-BUILT Just For You. 



Living in a home that is custom built — SPECIAL for 
you — is one of life's greatest thrills and comforts. We 
believe a custom built home is BETTER and that you 
will prefer such a home over any other. That is why we 
have over 1000 different plans from which to give you 
the widest possible choice. 

The purpose of Garlinghouse Home Plan Books is to 
help you find the home you want, then saving you time 
and money in building it. Order several of these big 
beautiful books now — or get the complete set (see 
Builders Special) and see all Garlinghouse plans. See 
the large exterior pictures, easy-to-read floor plans and 
over-all descriptions of all types and sizes of homes. 
Find the home you want this easy way. 

Your Best Investment When Building 

Complete building plan sets are available for every 
design shown in our books — at Low Cost, These plan 
sets include working plans, lumber and mill lists, 24 page 
specification and contract form that protects you. The 
moderate price of these plan sets is your best investment 
when building, because both you and your contractor 
know in advance what you are getting, thus avoiding 
mistakes and misunderstandings. 

FAST SERVICE — NO WAITING.' Plan orders are 
mailed to you within 24 hours after received and you are 
ready to accept bids, arrange financing and start building. 

Order your books today — from America's oldest and 
largest Home Plan Service. 



HOME PLAN BOOK! 

Exteriors and Floor Plans — All Sizes and Styles 



RANCH AND SUBURBAN 

125 very popular ranch-type designs — both 
conventional and contemporary. Suitable 
for town and country. Many in color 50c 

CHOICE SELECTED HOMES 

123 designs of medium styles. 2, 3 and 4 
bedroom sizes. 32 in full color 75e 

HOMES IN BRICK 

114 designs of medium and large homes. 
Includes color section of ranch styles In 
brick, stone and frame $1.00 

SUPERIOR FIREPLACES 

Indoor type, including correct construction 

details. Reliable, authentic, 

information $1.00 

ALL-AMERICAN HOMES 

Featuring 120 different designs in varied 
types of construction. 64 in full color..50c 

SUNSHINE HOMES 

58 appealing designs, pleasantly styled. 2 
and 3 bedroom sizes. Many without 
basements 50c 

AMERICA'S BEST 

Over 120 outstanding designs. All styles 2 

and 3 bedrooms. 64 in full color 50c 

CAPE COO & COLONIAL HOMES 
A very fine selection — perhaps our finest. 
All types, Cape Cod, Southern, New England, 
IV2 and 2 stories — 2 to 4 bedrooms... .50c 

DELUXE SMALL HOMES 

Our largest selection of finest, modern 
small designs. All time-tested for popular- 
ity. 2 and 3 bedrooms. 64 in full color..50c 



HOMES FOR NARROW LOTS 

Over 60 plans. Many sizes. For narrow 
lots, 2 and 3 bedrooms 50c 

SPLIT LEVEL HOMES 

Shows 41 of our latest split level designs 
and 18 contemporary plans. 2, 3 and 4 
bedroom sizes. Many in full color 50c 

MASONRY HOMES 

64 designs in concrete block, stone and 
brick exteriors. Wide range of styles and 
sizes 50c 

BLUE RIBBON HOMES 

One of our most popular books, 116 designs. 
All types of homes, 32 in full color 50c 

INCOME PROPERTY AND RETIREMENT HOMES 

Over 125 designs in 1, 2 and 3 bedrooms. 
A wide selection of homes for retirement, 
family living and multiple units for in- 
come property 50c 

LAKE SHORE AND MOUNTAIN COTTAGES 
58 designs suitable for year around and 
summer use — in town or country 50c 

NEW AMERICAN HOMES 

98 of our most popular larger homes. A 

beautiful selection— tested for 

popularity $1 .00 

PLANS FOR NEW HOMES 

A beautiful new book of 84 very desirable 
home designs, 32 in full color. 2, 3 and 4 
bedroom sizes 50c 

LAWN AND GARDEN IDEAS 

32 pages of patios, fences, garages, trel- 
lises, furniture, outside fireplaces and other 
garden suggestions 50c 



USE HANDY ORDER FORM BELOW! 



GUARANTEE 



All Books Mailed Postpaid 
in U.S.A. and Canada 



THE L. F. GARLINGHOUSE CO., INC. 

Garlinghouse Bldg,, Dept. 818, Topeka, Kansas 
Enclosed is $ cosh, check, or money order for books as checked 



All transactions with the L. F. 

Garlinghouse Co., Inc. are on 
a money-back guarantee basis. Unused plans may 
be returned within five days for exchange or refund. 



□ Ranch and Suburban 
~j Choice Selected Homes 
Z] Homes in Brick 

□ Superior Fireplaces 
Z\ All-American Homes 

□ Sunshine Homes 

□ America's Best 

Name 



n Cape Cod & Colonial 

Homes 
[J Deluxe Small Homes 

^\ Homes for Narrow Lots 
□ Plans for New Homes 
n Masonry Homes 

Z\ Lawn and Garden Ideas 



□ Income Properly and 

Retirement Homes 
O Lake Shore and Mountain 

Cottages 
3 New American Homes 
G Blue Ribbon Homes 

□ Split Level Homes 

Q Builders Special — 16 Books 




Address. 
City 



-State. 



I 

BUILDERS SPECIAL 

Our complete Home Plan Library of 18 books 
■ showing over 1,000 plans will be mailed 
postpaid for $8.00. 

RECULAR VALUE IS $10.75 



